United Church 


Services for Sunday, Aug 18 

Sunday Sehool, 10,15 a.m, 

Church Service, 1130 a.m. 

Subject,  “Oapitalizing 
Calumities.” 

Bindloss Church service, 2 p.m. 

Social Plains, 4 pm, 

Leland Hull, 4 p.m 


A. 'T, Ball, Pastor 


our 


Board for Special Areas 


Charged with the duty of ad- 
ministering all special municip. 
al areas, a board has been set 
up by the provincial govern 
ment, consisting of EL. Gray, 
deputy minister of municipal 
affairs, chairmau, O S~ Long 
man, fleld crops commissioner 
and William Hewlett, who has 
had widespread experience 1 
the work of administering spec 
ial areas. ‘There ure several 
areas in the province that will 
come under the jurisdiction o! 
the board, and in this work it 
was deemed advisable to have 
representatives from both the 
municipal offairs and agricult- 
ural departments 


Heavy Windstorm 


A fearsome looking storm, 
the heavy winds of which black- 
ened the sky with dust, struck 
here on ‘luesday. There was lit. 
tle rain. A bole was torn in the 
roof and side of the curling 
rink Report is that consider 


able bail damage was dono at|the Liberal 
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To Contest This Constituency 
Three candidates were offici- 
ally nominated on Monday, for 
the Empress constituency—W, 
O, Smith, U.F.A.; IK, A. Pol. 
lock, liberal; D Lush, Soe, Cr, 
Tu Acadia three 
candidates — Lorne Proudfoot, 


U.F.A;F. W. Beynon, lib; N, 


there are 


James, Soc, Cr. 

The greatest number of cand. 
dates ever to seek seats in any 
provincial election 
uominated, 239 in number, 


have been 
Ed. 
monuton has the most varied as. 
sortment of candidates, 

With a week so go, the elec- 
tion pot is at boiling point. Lhe 
tadio iso working overtime on 
broadcasts. 
tical speakers have 
ported into the province. How. 


A number of polt- 
been im. 
ever, voters in general, appar. 
ently are with 
their week 
xo, the outcome is being wateb- 
ed for with intense mterest not 
only by Albertans, but by otter 


standing pat 


convictions, A to 


provinces and also outside of 
Cannda, Social Credit is 
focus-of attack of all 


the 
parties, 


Three Candidates Nominated | Natural Ga 


rem neni rer ste ~ 
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is 
we Wear nF, 


s Supply Sought 
By Govt. Geologist, 
Wanted for Irrigation 


Area Between Steveville and 
Evst Contse Promises Gaus 


Supply—May Irrigate Bottom 
Lands by Pumping. 


The Hanna Herald says: “A 


Saturday’s Storm Brings 


Hail Disaster to Farmers 


On Saturday afternoon, this 
district was hit with a violent 
wind storm, with little rain. 
Just north of town it brought 
disaster to a pumber of farmers 
who hnd some very fair stands 
of grain, nud had just com. 
menced cutting operations or 


Dominion Govt, geologist is ; in 
F were preparing te doso, The 
now on bis way west to survey ‘ ; in 
pire nA : fi jhail started in at Tom Rowles 
the possilulities of securing nat- 
farm extended north to Joe 


ural gis somewhere between 


along the river. ‘This was learn: 
ed ou Wednesday by the Her. 
ald through O, S, Longman, 
Field Crops Commissioner, who 
was in conversation the 
long-distance telephone with 
W.L Jacobson, secretury-tren. 
surer of the Water Develop 
ment Committee operating uo. 


over 


that this particular aetivity in 
regard to natural gas is looked 


and therefore is considered by 
them the strongest, After the 
election, what will be the rela. 
tive strengths of the parties? 


Liberal Speaker Here Monday 

Winston Churchill, B.A., will 
speak on Monetary Reform, at 
the theatre, Monday, Aug 19, 
at 830 p.m, in the interests of 
candidate, K, A. 


Pollock. 


Size 
Be 314 5-25 
Size 
4.40 x 21 7-25 
Size 
4.50 x 21 g-00 


complete, ‘Tne prediction has | 
frequentiy heen made, recently, | 
that n supply of natural gas} 
can be secured along the river | 
between Steveville and a point 
Bust Coulee, 
projects using natural gas for 


near Irrigation 
pumping bave been proven fea- 
the 
province, a notable example be. 
ing at Medicine Hat, where the 
Heal irrigation project has been | 
successful for years... .”? 

A few weeks ayo we took up 
this subject with members of 
the local B. of 'T 
ed thnt a letter 
f:deral member, this was done 
and up to date no reply has 
been received. It was pointed 
out that according to the Daw. 
som survey, Hmpress is practic 
ally in the centre of one of the 
large oil and yas fivlds defined | 


sible in other points of 


and suggest. | 
be sent to our 


by this «minent geologist, Fur. 
thermore there is a test hole on | 
the Saskatchewan border whieh | 
has been thowing continuously 


for anumber of years and its 


; product has been utilized, 


To the north of us is) the 


er, millions of gallons of wate: 
on either side of town A 
hole dvilfed south of th. 


the 


town 


MADE BY 


Size 
4.75 x 19 


8:75 
Porx 19 ©-50 
500 x20 Qe 


Other sizes equally low-priced 


Guaranteed against road-hazards 
and defects 


STOREY’S GARAGE 


Phone 17 


aman ss wean * 


Empress, Alta. 


AA A a ARE 


Summer Vacations 


Get the full enjoyment of the season by using our sun- 
burn lotions and other toilet and cosmetic necessities 


We are pleased to give you every help and advice. 
Take your Kodak. Photographic Supplies, Developing. 


Let ua know your wants. 


We are at your service 


EMPRESS DRUG CO., Ltd. 


We are agents for leading nurseries. 


Cut Flowers ordered on shortest 


possible notice. 


upproximately two 


riverbed 


would at 
hundred feet 
‘level and open up a praction) 
wales 


reach 
inexhaustible supply of 
lu the neighborhood of GUO to 


TRAVEL 
BARGAINS 


to Nelson, Revelst West (> 


| PACIFIC 
COAST 


22 30 


~ 
e 


| AUG. 


to 


@ 
CHOICK OF TRAVEL 
Hin COACHES - TOURIST 
or STANDARD SLEEPERS 


Fave slightly higher for Tourist o1 
Standard Sleepers in addition 
to usual berth charges 


Red Deer river and south of us} 
flows the S) Suskatchewan riv. 
| 


Ayres place and made a fairly 


Eust Coulee and Steveville| Tae ii 
; ; ; clean sweep of this stretch of 
with a view to developing . 7 
; ~ |country right through to Hs- 
power to be used for irri- i mn Arabntinrad 
; uary, Farmers, including these 
gation of the bottom lauds y B 


suffered toss 
ure said to be, Roy and Wes 
Rivers, Bill Sandercock, Alex 
and W, Rowles, the Chapman 


mentioned who 


St. Mary’s Anglican Church 


Confirmation Service by Bishop 
of Qu'Appellej 


Federal Election Date 


Dissolution of the federal par 
liamnent took plece on Wedues. 
day, and the dateof the general 
election has been announced us 
Monday, October 14, ‘he date 
is later thun wasyenerally fore. 
cust 


Rt. Rev. B, HW. Kuowles, Bish- 
op of Qu'Appelle, will be at 
Empress, Augest 21, for Con- 
firmation Service. Everybody 
welcome to attend this service, 


Rev. J. S, Parke, Vicar. 


Bindloss Notes 


Misses Margaret and Lavina 


Mixed Farming Valuable 


Donovan bave been spending 
some time with their sister Mrs, 


To Alberta Farmers 


J. Herman and brother Mr. A 


Hdmonton, Alta,—The advan. 
Donovan 


tage of mixed farming us com. 
pared with a production confin. 
ed to the growing of grain has 
gained such impetus in Alberta 
that this Province now 
moved into first place as the 
lending hog-producing Province 


Miss Irene Peacock is visiting 
her sister, Mrs, A. Donovan. 

Misses Gladys MeDonald and 
Mildred Hutcheson have return- 
ed to their homes bere from 
Edmonton where they 


has 


have 


Bros, Randall Bros j\ Harvey 
Ferguson and Sum Me Whiuney, 
the Hern family and some oth. 
ers. It the 
quantity of bait which fell as 


Was not so much 


Aan », {the terriffie foree with which 
der the Prairie Karm Retiabili-) i Hl en i ' MN 
ony le it was ven ry s] 

tution Act, The Herald learns} —. Pil eee J 
wind, Further north a very 


heavy rain fell tor a brief time, 


aa Li bi Hail damnge was reported 

On as pr sing ragt, 
uy 1 ua [PLC Joy, and tnveshi west ot Heunn, Oyen and ts 
gation will be thorcugh and! small amount of ‘damage at 


Acadia Vatley. 


| 1000 Ft. iudications are that gas 


caused to flow by the presyure 
of the yas behind it, ‘The elev- 
ation at a southern part of the 
town would offer yravity pres- 
afford irrigation of 


sure and 


would be strack and the water} 


the townsite, The prospect of 
avd yas benefits would 
available to: residents. 
would = sush 


water 
hecome 
W-aut 


bouefits ; 
mean to us who live here? If/No! 16. 


in Canada, For some time On. 
tario hus held the premier 
position, but in the first tive 
mouths of 1935, Alberta has 
tuken the lead and government 
statistics now show that more 
1,000,000 bogs are being 
sold annually from = this Prove 
ince, 

Nor is Alberta 
confining bis efforts to grains 


been attending summer school, 

Mes, J.C Faleoner has return 
ed from a visit with friends at 
Camrose, Alta, 

Miss Jessie Piper is spending 
avacition with Misses Jean and | 
Anna Fee, at Vandyne, Alta. 

Mr. and Mrs, ©. Bougben and | 
family. of | 
Bindloss, spent a few days in 


than 


former residents 


the farmer 


town this week 


Bi eee i ns Oe ee. ot jand hog raising, for im 1984 all 
; , a previcus dairying records of the 
Quick Recipe Given Province were broken, when 
or Good Whitewash 25,500,000 pounds of factory- 
i | eae j mude butter were produced 
We POC DCELAY of the fol le.om Alberta creameries. 
lowing recipe feom Tl. C Rogers, ig 7 
of Leland, which he Informs us New A seetsiient: Omniale 
ix the same as is used by the 
JS. Marine Dept, on their light. ‘ ’ 
: Aiea ost) aaa ek aunigE Appointment of John W, 


houses ond is the same as put 
out by the Dom Dairy and 
©.) > Starve Branch iv Balletius 
lu these times when 


Judye ns director of assessments 
in the peovinrial department of 
mu Reipal iris, aod dames W. 


Chapman as supervisor of im. 


this method has successfully people may possibly like to do 


ideal situation, why could it 
not be made successful here? 

We» have also spoken to some 
of our farmers ou the subject. 
Why could not the Water De 
velopment Committee 
a well or so, of this nature, dril- 
led at strategic pots for use 
of communities suffering from 
water shortage? 

Experts connected the 
department are now in the dis. 


with 


trict, and it is plensing to kuow 
that theie ndvice on water con- 
servation and dam building has 
been sought by many farmers 


| 
| 


aud ranchers, Itas to be hoped 
that our town will also endeayv 


heur to secnve information from 


and ndviee on water and gas 
possibilities trom the engineers 
of the federal committee, 


>T 


have] tinuously, strain it and add one 


been used elsewhere, with our | something with their buildings 


without a great deal of expense, 
here is wu wash that will Hill the 
bill: 

"Slike an of lime 
with hot water, stirring con 


bushel 


peck of salt dissolved in warm 
water, Add more water, suffi | 
cient to bring the mixture to 
the consistency of a thin paste 
Yo each 12 pt pail of whitewash | 
composed as above, add a youd | 
sized handful of Porthind ce. 
ment anda tenspoonfal of ultra 
marine blue, The cement and 
blue should be added just before 
use, and the mixture used with. 
out delay. If no cement is em 
ployed theve is no particular 
barry, but salt must tot te 
used, if pipes or other equip 
ment that will nre to be 
white washed " 


| 


rus? 


provement districts, was an. 


nounced as part of the reorgan. 


izition planned in the Assess. 


Act at the 
levisliture, 
director 
will tuke a large stir of this 
type of work off the sooulders 
of the members of the commis. 


Commission 
of the 


asHessmen s 


mene 
lust 
Lhe 


session 


new 


sion, 


Messrs S. EE, Clarke, H, J. 
Hargraves, N. A. Skog!und all 


of the Dom. Exp, Rauch at 
Manyberries, were here over 
Yuesdny night to attend the 


Farmers Field Day held at the 
Jarbos ranch, Dr. RR. 'T, Wick. 
onden, of Ottawa, who has been 
in those parts the list few days, 
In connection with ground wat: 


jor surveys niso attended 


The Algonquin Hotel represents 


e Ad bove layout shows a good| with youngsters and grown-ups | 20 ROR AIAD. eaOsey FADE SEER 
vid bo as) "ORR "i . ‘ e-1f x i »> sparkling waters or) just abe > ac :] § 

4 J \ 2 YAYS cross-section of what is be-|alike in the sparkling we \ of me 

RE LU RN LAMr I ing done these fine summer days|about to enter them, Inset il- | days enjoyment and is a para- 
dn nddtan tordite of mite at the Algonquin Hotel, St. An-|lustrates another sport—sailing|dise for kiddies and grown-ups, 
e e drews-by-the-Sea, New Bruns-|—with Miss Margot Redmond, | too, Sea bathing in the warm 

| 7 wick, ‘Right, Lady Moyra Pon-|daughter of Mr, R. M, and the} waters of Katy’s Cove and sun 
|| For Fares, Train Service, ete., sonby, daughter of Their Exccl-| Honorable Mrs, R, M. Redmond, bathing on the shining sands are 
lencies the Governor-General and} of Montreal, sailing with her two of the most healthful and 


Apply Ticket Agen: 


|CANADIAN 
| PACIFIC 


Bessborough, at the ct 
from a tee 


18-hole 


Lady 
clusion of a drive 
the well-known 


Cove dedicated to 


n-| father and Captain Wren, off St. 
at} Andrews, 
cham- 
pionship golf course of the hotel. 
Centre shows that part of Katy’s 
sWimuag, | bucket om the samds of Laity sore, | tue pulwonuge of late seasons. 


T.eft is Miss Eugenie) wh 
Auerbach, smal! daughier of Ma.) res 
and Mrs, J. A, Auerbach, of Nev i 
York, all set with spide id | La 


entort 


aining occupations of thos: 
o visit this popular and smart 
sort to which Their Excellen- 
s the Governor-General and 
dy Bessborough have given 


THE EMPRESS EXPRESS 


DOUBLE 
VALUE! 


Because it is scientifically 
blended, smooth, fragrant 
and satisfying. Because it 
is sealed in a vacuum 


container, guaranteein 

lasting freshness . . . an 

also, the one pound glass 
jar may be used for 
canning, or many other 
household purposes. Same 
high quality as in the tin. 


Start saving your 
Preserving Jars Now! 


*There are valu- 
able premium 
coupons in ever 

jar of NABOR 
coffee: save them. 


Send 


FOR THE NEW 
NABOB 
PREMIUM 
CATALOG, 


It’s Free! ' 


*CALGARY*WINNIP. 


Agriculture In School 


An almost perennial subject of discussion is the school curficulum, 
what it should and what it should not contain. Many there are who con- 
tend that the present-day curriculum in most countries is over-loaded with 
subjects and contain much that should not be there. 


cluding numerous organizations, who are constantly demanding that this | 
For example, there are those who strongly | 


or that new subject be added. 
advocate the teaching of temperance, not so much in the wider meaning of 
that term, but in direct relation to the use of intoxicants. Others insist 
that religion should be taught, while others again object even to recitation 
of the Lord’s Prayer or the Ten Commandments. 
teaching of co-operation, the meaning and use of money, while the number 
of so-called social subjects and problems which different groups insist 
should be included in the curriculum are almost beyond calculation. 

The real difficulty seems to lie in the opposing views held as to what is 
education, and what is the function of the school in providing it to the youth 
of the land. Is it the main funcion of the school to impart information, 
or is it to so develop and train the mind and intellectual powers of the 
student as to equip him or her for the battle of life irrespective of the 
sphere in which they may live or the particular activity in which they may 
be engaged? If the former, then a very extensive curriculum would be 
necessary to cater Wp all lapses of students; if the latter, a fairl¥ short 
and condensed curriculum might serve all. 

There is one subject, however, apart from the rudimentary subjects 
such as reading, writing, arithmetic, geography, history, composition, etc., 
which it has been generally recognized should, to the full extent possible, 
be included in our school courses, and especially so in the western provinces 
of Canada, and that is, agriculture. Addressing the recent annual conven- 
tion of the Canadian Society of Technical Agriculturists assembled at Ed- 
monton, Dr. R. C. Wallace, president of the University of Alberta, discussed 
this particular aspect of present-day curricula in the schools. Having stat- 
ed that a good deal of thought has been given in past years to the kind 
of education in agriculture which can best be introduced into the school 
curriculum, Dr. Wallace said that it had to be frankly admitted that rela- 
tively little success had attended the efforts of those who are concerned 
with school education in the teaching of agriculture; that the formal agri- 
culture of Grade IX, and X, of the high school had on the whole not achiev- 
ed what was expected of it; and that the school garden, so enthusiastically 
proclaimed thirty years ago, cannot be seen in Western Canada to-day. 

While stating that it would necessitate going too far afield to discuss 
all the underlying difficulties—lack of trained teachers, discontinuity of 
school life during the growing season, etc.—Dr. Wallace said it had been 
learned that in public and high school it was science and not the art of a 
vocation that could be taught successfully. For that reason he was of 
opinion that successful work in agriculture in the public and high school 
will come incidentally to the study of natural science. If the applications 


of the principles of science were continuously made in plant and animal 


processes, in weather lore, and in soil processes, interest in agriculture and 
in agricultural procedure would grow naturally out of the underlying scien- 
tific principles which have universal application; and the teacher would not 
be placed in the compromising position of posing, unwillingly, as an expert 
in a field where he or she was not accepted. 
emphasis of the future. 

On the other hand, Dr. Wallace pointed out, there had been real success 
in boys’ and girls’ club work, and in school fairs in which agricultural pro- 


jects had played their part, mainly because the activities were extra-cur- | 


ricular and conducted in the realistic atmosphere of the farm with the help 
of trained district agriculturists., 
carried out by the young people themselves, they were the soundest accom- 
plishment which had yet been achieved in the vocational activity in agri- 
culture of school-age boys and girls. The unfortunate fact was that this 
system, as yet, did not reach all schools and school chiidren in the rural 
districts. 

These observations by Dr. Wallace would seem to merit the serious 
consideration, not alone of Provincial departments of education and agri- 
culture, but of the parents of farm boys and girls who are themselves the 
trustees of rural schools and directors of agricultural societies. Dr. Wal- 
lace places stress on those scientific truths which are fundamental, which 
must be recognized and obeyed if succcess is to be achieved, 
learned in school through the natural science course, even though such 
course may not be distinctly labelled agriculture. Successful agriculture 
cannot be learned wholly from a book, or through a study course, any more 
than can carpentering or any other vocation. But if pupils are sent out 
from the schools well grounded in fundamentals, made acquainted with the 
immmutability of Nature's laws, with intellects trained to observation, to 


These can be 


the detection of the true from the false, imbued with initiative and ambi-| 


tion, they will be primarily equipped for a career in agriculture or in any 
profession they may choose. 
_ aD 
Flying Fish Heard It Anyway 

Flying fish do not fly. they do not Although he sat only a few hun- 
flap their ‘‘wings", but merely glide| dred feet from the bandstand, a visi- 
through the air. After getting up| tor at a musical festival in Ontario, 
speed in the water, the fish takes| heard the musicians from a distance 
to the air, and wind current and | of more than 500 miles. Unable to 
momentum do the rest. Consider-| hear the band concert from where he 
able speed is attained and a distance| was sitting, the man turned on his 
of 500 feet is often covered by these | car radio and picked up the program 
Ash. from Chicago, 2109 


There are others, in-| 


Still others call for the | 


That would be, he felt, the| 


In so far as these projects were honestly | 


Likes Life In The Arctic 


Quebec Girl Spends Two Years In 
the North, And Is Going 
Back Again 
Cities have no attraction for Marie 
Onraet, 20-year-old Gaspe girl. She 
found city life ‘empty’ when she 
visited Montreal after two years at} 
Cameron Bay, a mining settlement | 
on Great Bear Lake, near the Arctic 

circle, 

Marie spent a few days with her 
sister at Montreal, then left for her 
home in Gaspe. Late in the summer 
she expects to marry a young mining 
engineer, a graduate of Queen's, now 
in the Athabaska district, and re- 
turn to the north to live. 

In the summer of 1933 Marie, then 
18 and fresh from the sheltered life 
of a convent, set out from Gaspe for 
Cameron Bay to visit her brother 
whom she had not seen for eight 
years. Travelling by rail to Peace 
River she joined a party taking in 
supplies. Then began a hazardous 
journey by boat through the Peace 
river, Lake Athabaska, Slave river, 
Great Slave lake and the Mackenzie 
and Great Bear rivers. 

When the party reached Fort 
Franklin, 250 miles from their des- 
tination, Sept. 1, the water was 
freezing fast, and there was no hope 
of navigating Great Bear Lake that 
season. A plane was chartered to 
complete the trip, and Marie had her 
first experience of flying. 

Trips by airplane to visit silver 
and pitchblende mines in the vicinity 
were among her later experiences. It 
was some time, however, before she 
was permitted to go down into the 
mines. The miners were supersti- 
tious about women in the workings. 

At Cameron Bay, where Marie was 
| one of eight white women, she had 
plenty of time to observe the life 
and customs of the Indians and Eski- 
She preferred the latter, she 
said, because they were cleaner in 
their habits than the Indians. 

Wives among the Eskimos may be 
|bartered just as are articles of 
commerce, Marie told of one occa- 
sion when an Eskimo offered his wife 
and two daughters in exchange for a 
| fine rifle which he coveted. Stealing 
another man’s wife, however, is a 
serious crime, for which, in the Eski- 
mo idea of justice, death is the fit 
punishment. 


| 
mos. 


Gulls Fond Of Cherries 


Have Their Own Method Of Securing 
| The Fruit 

A remarkable case of birds meet- 
ing a new situation by a change in 
| their characteristic behavior has just 
| been reported to the U.S. Biological 
| Survey. The birds are the gulls at 
Salt Lake Valley of Utah. They are 
| fond of cherries. Great cherry orch- 
}ards have sprung up through the 
territory in the last few decades. 

Now the gull with its clumsy, 
webbed feet, cannot perch on the 
| branches and help itself to cherries 


| like the robin. 


| fruit to fall which doesn’t happen in 
| the great commercial orchards. So 
the gulls have learned to hover over 
| the trees, beat down the fruit with 
| their wings and then fly to the ground | 
| and feast on their harvest. They also 
|have been observed in the tops of 
| the cherry trees supporting them- 
| Selves with outspread wings and de- 
vouring all the fruit within reach. 
The new food habit says Clarence 
Cottam, food-habits expert of the 
| Biological Survey, seems to have de- 
| veloped as a result of a locally in- 
| creased gull population and the con- 
sequent greater competition for the 
limited supply of usual foods, 


Cheered Wrong Man 

Lloyd George has a “double” in 
\"‘James Gray, a magistrate in Glas- 
gow, Scotland, This the former pre- 
mier learned when he recently ap- 
peared before an audience of 3,000 
in Glasgow to tell about his New 
Deal proposals. Gray arrived at the 
hall first, was mistaken for Lloyd 
George, and received round and 
round of cheers. When Lloyd George 
arrived much of the lung power had 
been spent. 


The Lunar Eclipse 
A lunar eclipse 


is caused by the} 
direct alignment of the sun, earth! 
and moon, with the moon passing 
through the umbral cone, stretch- 
ing about 860,000 miles into space. 
The long duration of the last eclipse 
—1 hour 40 minutes and 18 seconds— 
/is caused by the moon's passing 
| through a thick portion of the cone, 
approximately 226,000 miles away 
from the earth. 


NATURE’S MI 


Cleanses the system — purifies 
the blood. Nothing better for 


relief of Constipation, Indiges- 
tion, Rheumatism, Kidney and BB 
Liver. At all Druggists—69c. 


SASKASAL 


It must wait for the | 


South Africa Celebrates 


New British Dominion Was Formed 
25 Years Ago 

In the hectic period of the King's 
silver jub:lee another has been over- 
looked, that of the Union of South 
Africa, It was in the summer of 
1910 that the former Boer republics 
of the Transvaal and the Orange 
Free State joined with “The Cape’” 
and Natal to form another British 
dominion overseas, 

The Boer War had ended some nine 
years previously, and thanks to the 
vision, the generous trust of Sir 
Henry Campbell-Bannerman, Liberal 
prime minister, the Dutch people 
were granted a free constitution 
within the British Empire instead of 
being treated as a conquered nation, 
Instead of their independence being 
taken from them they were given 
greater freedom than they even had 
under old “Oom” Paul Kruger. 

There were, and probably are still 
among the older Afrikanders, a few 
recalcitrants, but the great majority 
are, if not ardent Britishers, South 
Africans first and Britishers next— 
which is about the situation in Can- 
ada—Canadians first, then loyal Bri- 
tishers. Their loyalty was put to a 
severe test four years after Union 
when the Great War broke out and 
Germany in South-West Africa at- 
tempted to foment an anti-British 
rising. A small number did make 
themselves troublesome, but Boer 
and Britain combined to crush the 
German forces and soon put an end 
to Germanism in South Africa. 

There is no sturdier Britisher in 
the Empire than the former Boer 
general, Jan Smuts, who has one of 
the finest minds in the world, and 
General Hertzog, the prime minister, 
has also become a firm friend of 
Britain. South Africa has a white 
| population of about two millions, 55 
per cent. Dutch and 40 per cent. Bri- 
tish. The country is very prosper- 
|ous chiefly owing to its vast gold 
belt, and it can look forward to the 
future with confidence.—St. Thomas 
Times-Journal, 


Has Lived On Farm 


Canada’s Second Woman Senator 
Eight Years In Saskatchewan 
Canada’s new woman = senator 
knows, from first hand, of life on a 
Saskatchewan farm. She is Mrs. 
Howard Fallis, and she was recently 


appointed to the senate. 

Mrs. Fallis, in the days gone by, 
once lived for eight years on a farm 
in Saskatchewan, according to word 
from the east. 

An eloquent and public spirited 
wife of a Peterborough, Ontario, 
farmer, Mrs. Fallis holds the dis- 
tinction of being the second woman 
member of the Canadian senate. She 
is the third of her sex to hold a seat 
in Canada’s parliament, and the only 
woman on the government side of | 
the red chamber. 

The name of Mrs. Iva Campbell 
Fallis appeared among the list of 10| 
senators named by Prime Minister | 
R. B. Bennett. She combines the 
ability of performing most of the 
heavy duties of farm life with that 
of an eloquent platform speaker. 

In February, 1930, shortly after) 
the judicial committee of the privy 
council had decided in Canada wo- 
men were “persons” and entitled to 
all the prerogatives enjoyed by men 
in respect to government, the then 
prime minister, W. L. Mackenzie 
King, summoned Mrs, Cairine Wil- 
son, of Ottawa, to the senate. She 
was the first woman senator, and the 
second woman to become a member 
of Canada’s parliament. 

Long before that, in 1921, Miss 
Agnes MacPhail, a Grey county 
farmer’s daughter and school teacher, 
was elected to the House of Com- 
mons for Southeast Grey, Ont. She 
was the first of her sex to take a 
seat in the Dominion parliament and 
has been returned at every general 
election since. 


Damage Has Been Repaired 


Last Evidence Of Zeppelins’ Havoc 
Disappears From London 
Last visible evidence of the havoc 
wrought on London and suburbs by 
World War Zeppelins has disappear- | 
ed, A waste block near Ely-place, in 
Camberwell, where three houses were 
blown to pieces in a 1917 air raid, 
has been cleared for a row of mod-) 
ern buildings. It was supposed to| 
be the last remaining ruin of any 
consequence. The base of Cleopatra's 
Needle on Victoria Embankment, 
only a few blocks from the Houses 
of Parliament is heavily pockmarked. 
To rub anything through a sieve, 
always use a wooden spoon in prefer- 

ence to a metal one. 


| 


A hick town is where most of the 


big shots in the city who have made 
good came from. 


y 


satisfaction ‘ 


BIG’ BEN 


) Wf oi} 
Ag 


Ik/) 
ME) 
ON WU 


THE PERFECT 


Chewing 


Tobacco 


| 
{ FASHION FANCIES | 


SUCH CHILDLIKE CHIC — EASY 
TO WEAR—SO SIMPLE TO 
MAKE AND AT MODER- 
ATE COST 
By Ellen Worth 


Here's a darling little coat and 
hat ensemble for tiny tots, so cosy 
to wear—and smart. 

The coat buttons snugly at the 
neck, and being double breasted, 
affords ample chest protection. 

In soft Copen-blue diagonal worst- 
ed was this model with hat to match. 
It was lined with a wool silk crepe 
mixture, 

For more severe weather, a lovely 
idea is to use a quilted effect woolly 
backed silk. This is warmer than an 
ordinary lining and does away with 
the necessity of using an interlining. 

Style No, 303 is designed for sizes 
1, 2, 3 and 4 years. Size 4 requires 
1% yards of 54-inch material for hat 
and coat with 1% yards of 35-inch 
lining and % yard of 12-inch inter- 
lining for hat. Pattern includes the 
hat and coat. 

Patterns 15c each. Address mail 
orders to: Pattern Department, Win- 
nipeg Newspaper Union, 175 McDer- 
mot Ave, E., Winnipeg. 

Summer Fashion Book contains 
many more smart, cool vacation 
clothes. Send for your copy to-day, 
the price is 15 cents. 


Returns of the production of pro- 
cessed cheese in Canada were collect- 
ed by the Dominion Bureau of Statis- 
tics for the first time in 1924, Total 
production in that year amounted to 
16,893,283 pounds. Since 1925, when 
32,652,569 pounds were produced, 
production has declined, dropping to 
10,635,024 pounds in 1933. Produc- 
tion in 1984 amounted to 11,996,348 
pounds, an increase over 1933 of 1,- 
361,324 pounds, or 13 per cent, 

Looking Vor Proof 

Hendrick Willem Van Loon, noted 
Dutch-American historian and travel- 
ler, who recently commenced a radio 
program from New York, as a boy 
of 11 in Rotterdam spent three days 
watching a statue of Erasmus to see 
if the bronze figure really did turn a 
page of his book every hour, as the 
legend said, 


Suitor—And where is your sister, 
Jimmy? 

Jimmy—She just ran upstairs to 
change rings when she saw you com- 
ing. 


~ Health Of The World 


Population Of Most Countries Re- 
tains Good Health During Years 
Of Depression 
According to the data supplied by 
the League of Nations Year Book, it 
looks as though mankind not only 
could take the depression, but waxes 
healthy under its vicissitudes. The 
death rate in all except three of the 
thirty countries reporting was less 
than the average in the prosperous 
five years 1926 to 1930. The birth 
rate average also fell, rising slightly 
in the last year in five of the coun- 
tries, namely, Germany, Great Bri- 
tain, Ireland, Poland and Denmark. 
Germany has a long lead in this 
regard, her population increasing 7.1 
per 1,000, twice as fast as in 1933, 
and seven times faster than that of 
France, and more than twice as fast 
as that of Great Britain, where it 
was 3.3 last year. United States for 

1933 was 5.7. 

The League book does not touch 
upon the cases of mental illness, but 
a study made by the United States 
National Committee for Mental Dis- 
ease and the American Psychiatric 
Association, asserts that mental ail- 
ments have shown no increase since 
the depression, a finding that is con- 
trary to the general impression.— 
Winnipeg Free Press, 


Completes Long Trip 


Dutch Submarine Travels From Hol- 
land To West Indies 

The most ambitious trip ever un- 
dertaken in any submarine ended re- 
cently when The Netherlands Navy's 
K-18 arrived at Amsterdam from 
Surabaya, East Indies, having left 
Helder, Holland, on November 14 
last, covering a distance of more than 
25,000 miles. 

The submarine, under her own 
power and without an escort, visited 
five continents, The trip included 
fifteen, twenty and twenty-five-day 
stretches without a break. The sub- 
marine dived 230 times, remaining 
under water for 264 hours, The crew 
of 35 men was under Commander G. 
E. Hetterzhy, also aboard being Pro- 
fessor Felix A. Vening, of Utrecht 
University, charged with scientific 
observations, The latter made the 
deepest sounding ever made in the 
Atlantic, namely 6,700 metres be- 
tween Dakar and Pernambuco, 


The stockyards at Williams Lake, 
B.C., lie in the centre of a miniature 
empire, with the Cariboo country to 
the east and the Chilcoten country 
to the west. An idea of the size of 
this territory may be gauged from 
the fact that it takes three weeks to 
drive cattle to the stockyards from 
the more remote ranches, while the 
bulk of the cattle which comes from 
the west of the Chilcoten river re- 
quires ten days to take the trip. 


HORSES WORK BETTER 


when freed from Saddle Boils, Cuts, 
Colic, ete. by 
Reso! bottl 


Sprains, Distemper, 


LINIMENT 


sateen ear 


Quaint English Ceremony, 
Redolent of Olden Chivalry, 


Held at Westminster Abbey 


A ceremony redolent of the chiv- 
alry of old and performed only twice 
during the last 100 years, took place 
in the noble Henry the Seventh 
chapel of Westminster Abbey re- 
cently as the Duke of Connaught, 
Great Master of the Order of the 
Bath, installed 21 Knights of the 
Grand Cross. 

Having its origin in Saxon days 
the installation was once directly} 
associated with the symbolic act of 
bathing. New knights were gener- 
ally appointed at a sovereign’s coron- 
ation or creation of the Prince of 
Wales. At the coronation of Tudor 
Mary new admissions were made at 
the Tower of London when the 
knights “satt in the bath all nakyd 


except for a lynnen breech.” 


This ceremonial continued until} 
days of Charles IL. : | 
Habited in sweeping mantles the’ 


Decreases Weed Growth 


Results Of Application Of Fresh Or 
Rotted Manure Are Shown 
(By F. M. MaclIsaac) 

Results of four years weed survey 
work at the Dominion Experimental 
Station at Scott, Saskachewan, indi- 
cate that applications of fresh or 
rotted manure do not increase weed 

growth. 

The weed counts were made in 
three different experiments, each 
conducted as a three-year rotation of 
Ssummerfallow and two grain crops. 
The first crop after fallow was wheat 
in all cases, while the second crops 
were wheat, oats and barley. The 
manure was applied at the rate of 
twelve tons per acre to affect the 
second crop after fallow as follows: 
Fresh manure in winter on first year 
stubble, spring ploughed before seed- 


Great Master with the Knights of ing in the following spring; rotted 
a Smeteciy and pempte of re | Manure applied as a top dressing 
eaack went in erent ie ei © after seeding on spring ploughed 
or er re ae y - e ; ng’s stubble; check plot which received no 
smen, trumpeters and clergy,’ manure and was spring ploughed be- 
through the ancient abbey cloisters fore seeding; rotted waaits spread 
to the presbytery, where a short ser-| on first year stubble and ploughed 
vice was conducted. under in the fall, seeded the follow- 
The Great Master with his re-| ing spring; rotted manure applied to 
ahs ate eee fin Wad sa eins first year stubble in the spring and 
, ploughed under before seeding. 
ee of Arms Pa the Bath knocked.| ‘These experiments have been con- 
Who knocks?” demanded eee ducted over a period of twenty years 
Tapper, surveyor of the abbey from on plots one-fortieth of an acre in 
Tre ek Pike Jelee eH size. The weed counts were taken 
“In the name o e King, #18! on two separate square yard areas on 
Royal Highness, Great Master of the} each SSE CARS rts aie of June, 
Most Honorable Order of the Bath, | or just before the grain was in shot 
demands entrance into the chapel Of blade, ‘This late date permitted the 
yes order,” replied the King of| permination of practically all weeds. 
rms. A study of the four years’ data 
The doors were thereupon opened’ oy «aaa counts ative that with 
and the quaintly garbed company) poth wheat and oats, the check plot 
entered, where many Canadian colors receiving no Ere had a Bight 
were deposited during the war when) number of weed plants than any of 
pecae rae i aban Tel cea | the manured plots. In the case of 
barley, th i 
been installed took their places and paid Mase Teepe tection je 
a top dressing after seeding had the 


new knights ascended allotted stalls | 
‘but remained standing. Attended by! 
the Dean of Westminster the Great | 
Master proceeded to the stall of the! 
senior new knight to whom he de-| 
livered the book of statutes. 

The dean administered the oath of 
the order to every other new knight 
repeating it with him: “You shall 
honor God above all things, you shall! 
be steadfast in faith in Christ. You 
shall love the King, your sovereign! 
lord, and his right defend your | 
power. You shall defend maidens, | 
widows and orphans in their rights.! 
You shall suffer no extortion as far | 
as you may prevent it. And of as; 
great honor be this order unto you! 
as ever it was to any of your pro-| 
genitors or others.” 

The procession re-formed and with 
the singing of hymns returned to the 
Chapter House. 


The First Hitch-Hikers 


Soldiers Started Habit In Europe 
During The War — 

Back from a hitch-hiking tour of 
the world, Rev. Elsworth Toll and 
his brother, Rev. Leroy Toll, sons ot 
a former minister of Ontario, say 
they had great luck catching rides 
in Europe. They had been told you 
could not hitch-hike there, but they 
tried it and found it a most success- 
ful venture. 

As a matter of fact, hitch-hiking 
by motor really started in Europe. 
During the war, soldiers used to 
thumb their way through France by 
getting rides. More than one man 
has left the front line early in the 
morning to go on leave and has 
abandoned the regular routes for 
hitch-hiking; so successful was the 
thumbing that it was quite the com- 
mon thing to get right from the 
front line to Boulogne or Calais and 
the boat in a day. It was the same 
thing going back from the Channel 
ports to the line. It was never nec- 
essary to wait very long for a ride. 
Sometimes it was a truck and occa- 
sionally it would be a fast car. Now 
and again the ride would be in a 
motorcycle side-car, 

So hitch-hiking really is not start- 
ing in Europe, it is just returning to 
its original home grounds, 


Was From Australia 
Motorists at Fort Erie, Ont., ‘ert 
ed, honked and glared at a man who! 
drove serenely up the wrong side of | 
the road. The man _ persisted in| 
driving on the left side. Irate drivers | 
were mollified when they noticed the 


license plates from Australia. | 


Prof. Adolph Knopf has estimated: 
the minimum age of the oceans to’ 
be more than 100,000,000 years, 


most weeds, with the check plot 
second in this respect. Comparing 
the five treatments for the three 
crops, manure ploughed under in the 


| fall gave the lowest weed count. 


With wheat, the weed count was 
only 26 per cent. of that of the plot 
receiving no manure, with barley 
fourteen per cent. and with oats 
twenty per cent. Ploughing under 
manure in the spring gave the next 
lowest weed count. It is also worthy 
of note that the two last mentioned 
treatments have given the highest 
yield of grain over a period of 
twenty years. There was little dif- 
ference found in the number of weed 
varieties present for any particular 
crop or treatment, but the number 
of weed plants showed a wide varia- 
tion. 

In general, it may be stated that 
the degree of weed infestation in 
grain crops is materially decreased 
by applications of manure, and that 
best results are obtained from 
ploughing under rotted manure, 
either in the fall or spring. Further- 
more, owing to the heavier stands of 
grain following applications of man- 
ure, weeds present are less vigorous 
and consequently take less moisture 
from the crop. 


Boy King Learns Trade 


Peter Of Yugoslavia Earns Extra 
Money He Needs 

Eleven-year-old King Peter of 
Yugoslavia, who is being educated in 
Belgrade, has announced in no un- 
certain way that the small amount 
of spending money allowed him by 
his mother does not fill his needs, 
Instead of asking for an increase he 
said: “I shall have to learn a trade 
and earn a little money.” He asked 
his mother if he might have a 
carpenter's shop set up at the palace 
so that he might learn carpentry. 
“You must see that I turn out good 
things,” he said to the master car- 
penter who is teaching him. “I have 
simply got.to make money by selling 
them.”’ King Peter should soon have 
plenty of coins jingling in his pocket, 
for the Queen is allowing her son's 
work to be put up for auction. 


No Jewels On Mummy 

To discover whether any jewelry 
was concealed under the countless 
yards of linen wrapped around a 2,- 
500-year-old mummy, T. Shepard, 
director of museums in Hull, Eng- 
land, had X-ray photographs taken 
of the ancient ruler. The photo- 
graphs, believed to be the first of the 
kind taken in Britain, showed no 
jewelry on the body. 

Basswood comes from the Ameri- 
can linden tree, 2107 


THE OBSTINATE LION AND THE RESOURCEFUL TRAINER. 


Trans-Canada Highway 


Contracts To Cover 105-Mile Stretch 
Have Been Let 

Seven contracts for trans-Canada 

highway construction at an estimat- 

ed cost of $2,572,573, were let by 

Hon. Peter Heenan, Ontario minister 

of northern development, in conjunc- 


tion with officials of the Dominion} 


government, which will pay half the 
price. 

The contracts cover the 105-mile 
stretch from White River to Schrei- 
ber and the 60-mile stretch from Dy- 
ment to Vermilion Bay in northwest- 
ern Ontario. 

Work, scheduled to start immedi- 
ately, will be provided for 7,000 
men, the minister said. The labor 
will be recruited by the provincial 
department of labor and municipal 
councils. 

Camps to house the workers are 
being built by the government and 
they must be uniform and conform 
to high sanitary standards. 


An expedition headed by Dr. Al- 
fred Wegener found ice in the cen- 
tre of Greenland more than 1% miles 
thict. 


eSNAPSHOT CUIL 


‘Close-ups’ and ‘Back-lighting’ 


Proper lighting will add much 


With the sun so much brighter 
and stronger now, it is time to exer- 
cise a little care in shooting directly 
into the sun when taking snapshots 
to avoid “lens-flare” in your pictures. 
I do not mean by this that you 
should make it a strict rule not to 
take pictures with the sun shining 
directly toward you and your camera 
for in doing so you will pass by 
many chances to incorporate fascin- 


| ating, artistic “back-lighting” in your 
it’s a caution, 


pictures. However, 
worth remembering. 

Lighting is of equal importance 
with arrangement of the objects or 
subjects in your proposed picture. 
It is the variation in the lights and 
shadows that gives a picture depth 
and roundness, making the subject 
stand out from its surroundings. 
Usually the shadows should _ be 


| transparent, to a degree, but full in 


detail. This is obtained by a rather 
full exposure. If the sun strikes 
directly in a person’s face they are 
likely to squint and the picture will 
not be a good likeness. Better have 
them turn shyiutly so that they are 
not bothered by the sun—then you 
will get a natural, life-like expres- 
sion. Another point is to avoid mak- 
ing a close-up of a pergon out in 
glaring midday sun. At this time of 
day the strong overhead light casts 


heavy shadows under the eyes and} 


nose and the picture is far from 
pleasing. When making a picture of 
a@ person during the middle of the 


Tl 420, Florence. 


Establishment Of The 
Canadian Wheat Board 
May Take Some Time 


People With Odd Appetites 


Almost Incredible Stories About 
Boys In Seventeenth Century 

About the year 1760 there was in 
the village of Selborne, Hampshire, 
England, a boy whose whole life 
seemed to be centred around bees; he 
ate them, he played with them and 
had no other interest in life than 
bees. His main characteristics were 
very much akin to those of his ab- 
sorption, for he became semi-coma- 
tose in winter, but in the summer he 
became bright and alert, and haunt- 
ed the fields and sunny banks inces- 
santly. 

He seemed to be completely im- 
mune from the stings of bees of all 
sorts, wasps, hornets and the like; 
he would seize them, tear out their 
stings, and suck the honey from their 
bodies in a most inhuman manner, 
sometimes robbing hives of their in- 


Canada’s Mineral Industry 


Production Is Of Greater Value Than 
The Field Crops 

J. A. McRae, in Toronto Saturday 
Night says Canada now has 105 mills} 
producing gold, and with another 18 
likely to come into production dur- 
ing the current year. With pro- 
ducers like Ligtle Long Lac having 
| been established last year with such 
produecrs as Pickle Crow, Lamaque, 
Canadian Malartic, Central Patricia/| 
and others having already been add- 
ed to the list this year, the outlook 
for the gold mining industry of the 
Dominion is better than at any time 
in the past. 

The mineral industry of Canada 
produces greater value than the field 
crops of this country. 

Platinum production from Canada 
is now higher than that of any other 
country in the world. Canada has} 
the largest silver producing mine; 
also the leading nickel producer. This 
country also has the world’s largest 


mates to the great detriment of 
their owners. He made a species of 
humming noise as he ran about, and 
was very alert mentally regarding 
bees; but in all other ways he was a 
dullard. He left Selborne as a young 
man but is said to have died before 
becoming fully grown. 

A boy who ate stones was to be 
seen at Avignon in May, 1760; he 
would swallow flints of great size to 
the number of some 25 a day. Peb- 
bles and marbles he ground to pow- 
der and made a sort of paste, of} 
which he was very fond. On ex- 
amination, he was found to have an 
unusually large gullet, extra strong 
teeth and a most corrosive digestive 
apparatus. It was his habit to sleep 
for twelve hours a day and to smoke 
incessantly for the remaining twelve. 
He was practically inarticulate, and 
believed to have been born in Derby- 
shire, where he made inroads into the 
stone walls surrounding the fields. 
His drink was water, wine or brandy, 
of which he was extremely fond. He 
is stated to have lived on this stony 


; comes from directly back of the cam- 


lead mine as well as the largest 
zinc producer in the world. 


diet for upwards of thirty years. 


Some Peculiar Pets 


Shop In Camden Town, 
Sells Queer Animals 

Furry animals smaller than the 
size of one’s fist, with lions’ tails 
and kangaroos’ legs, dormice with 
frisky, squirrel-like tails, bullfinches 
with a repertoire of three popular 
tunes, sinister-looking _bird-eating 
spiders, gaily chattering crimson 
macaws, yellow-shirted lizards, and 
sleepy scorpions. Noah would have 
gone into raptures had he been able 
to include this collection in his Ark. 

They are all to be found, says a 
writer in Tit-Bits, and lots more bo- 
sides them, in a little shop in Cam- 
den Town, London, where people} 
from the four corners of the globe 
come to choose their pets. But) 
stranger than these living novelties 
of Nature are some of the tales their 
owner, Mr. George Palmer, F.Z.S., 
has to tell of those who purchase 
them. 

Some pets leave the emporium in 
search of fame on the screen. Two 
ravens were recently dispatched to 
appear in a film, “The Tower of Lon- 
don.” Report says they performed 
creditably. But not so twelve bull- 
frogs Mr. Palmer supplied to a Bri- 
tish studio. Film fright overtook 
them the moment they appeared on} 
the set, and despite the producer's | 
frenzied efforts to induce a croak, 
they remained dumb-struck. 

One secret of running a successful | 
pet store is the ability to keep 


In Italy, kissing in public is legal 
only at railroad stations. 


London, 


to the quality of your pictures 


day be sure to have him turn his 
face away from the sun or snap him} 
in bright shade, which can be done| abreast of woman's fashions. Wo-. 
very successfully with modern snap-| men order pets to harmonize with 
shot film. their favorite color schemes, and to! 


Y light, | 
If the illumination, or sunlig Teeth Ero pee 


era, the shadows are more or less} 
lost, giving a flat appearance. When} 


littl d d, try | Moedy: Arie 
JOULErS. &, CATARTS LBGYERCOM UY) ay analysis made at the Albany 


some early morning or late after-| : ; 
noon shots for splendid pictorial! Medical College shows that a girl 
studies for at these hours you get has only about a quarter of a pound 

of sugar in her physical makeup. 


long, fascinating shadows. 


Attractive, artistic pictures may é ; 
be made’ from a position where you According to the old rhyme, she is 
face the sun and shadows fall to- Composed entirely of “sugar and 


spice and everything nice,” so there 
must be in the average girl some- 
where around 120 pounds of spice— | 
mostly ginger, we suppose. 


ward your camera rather than away 
from it. In “back-lighted” work of | 
this kind, be sure that no sun rays 
directly strike the lens of your cam- 
era. This can often be avoided by 
standing so that the shadow of a) See 

tree trunk, a bush or the corner of a Stricken With Blindness 
| BAS Oa: Brobaose the lens from these Research workers of the Sanford 
Under such conditions you should University Medical School at San) 


| give a slightly longer exposure than | Francisco were endeavoring ot learn | 


Wace GIESSKiy oo ty front te'ihe ate | TNether , Giniteophieach newly de 

nt of the su ; “ ” | 
| ject. Perhaps the next larger dia. | Veloped antitab” drug, was respon: 
| phragm opening will let in enough Sible for causing the temporary | 


light to record the detail desired in, blindness of 12 San Francisco bay 

oe Abaded Dart or, if wale ia ear district women who have _ been 

| or increase e of | ctr E 

| focus, a slow exposure, 110 A a sec- | atricken recently. | 

ond, or a very short time exposure | | 

will bring excellent results. Try it.| Killarney, beauty spot of the Irish | 
JOHN VAN GUILDER, | Free state, will have a race track. | 


| years before Christ. 
| subjects to grow 


| America 
from Spain, 
| 


Formation of the Canadian Wheat 
Board as authorized in an act which 
was given royal assent when parlia- 
ment prorogued, will probably take 
some weeks. In the meantime the 
Canadian Co-operative Wheat Pro- 
ducers, Limited, who hold some 226,- 
000,000 bushels of wheat on govern- 
ment account, the entire Canadian 
carry-over, will liquidate these stccks 
as and when possible. 

John I. McFarland, head of the 
company and agent for the govern- 
ment in market stabilizing efforts 
which resulted in this wheat being 
held on government account, will be 
chairman of the board, it is under- 
stood, providing his health permits. 

Some months ago Mr. McFarland 
suffered a breakdown and is only 
recently out of hospital. 

The act contemplates the creation 


‘of a board of three, and an advisory 


committee of not more than seven, 
with the majority representative of 
the producers, to be paid only for 
actual services rendered from time 
to time. 

Existing selling agencies will con- 
tinue to operate after the board is 
appointed, but the board will under- 
take to buy all wheat which the 
regular trade cannot or will not ab- 
sorb, at a fixed minimum price. The 
board may buy only from the pro- 
ducers and in addition to the mini- 
mum price will issue share certifi- 
cates which will entitle the produc- 
ers to a pro rata distribution of any 
profits the board may achieve from 
each year’s operations. 

In the event of any situation ren- 
dering such action advisable the 
board may secure proclamation of 
certain sections of the act which wil! 
give it exclusive powers to take over 
all grain elevators in western Can- 
ada and control the marketing of all 
wheat. The provisions may be ex- 
tended also to coarse grains by 
order-in-council, if deemed necessary. 
The fixed minimum price to wheat 
producers will be set by the board 
with the approval of the governor-in- 
council. 

One provision of the act author- 
izes the new board to take over from 
the Canadian Co-operative Wheat 
Producers, Limited, the grain now 
held by that organization on the 
government stabilization account. 


The Romance Of Rope 


Story Can Be Traced Back Thou- 
sands Of Years 


Whether you are a_ schoolgirl 
skipping rope, a cowboy lassoing 
cattle, a painter standing on a scaf- 
folding, a motorist whose car is 
being towed, a housewife hanging a 
clothesline, or a yachtsman reefing 
a mainsail, you are dependent on 
rope for the accomplishment of some 
daily task. 

Once “rope” and “hemp’’ were 
synonymous, but to-day very little 
rope is made of hemp, Abaca, a 
fibre grown in the Philippines, hag 
all but shouldered hemp out of the 
rope industry. But because of old 
traditions in rope-making, and an 
early error, abaca is spoken of in 
the cordage trade as “Manila 
hemp.” 

If the thread of the story of rope 
—and first hemp—is traced back far 
enough, it will lead to the court of 
Shen Nung, Emperor of China, 2,700 
He taught his 
“ma” (hemp), a 
plant of both male and female forms, 


‘used for making hempen cloth. In 


the eighth century India knew the 


| hemp plant principally as a source of 


drugs. Neither the Hebrews nor the 
Egyptians were familiar with it; but 
during medieval times it was found 
in Northern Africa. 

Migrant civil'zations introduced 
hemp into Europe about 1500 B.C, 
but no commercial importance was 
attached to the European plants un- 
til the French imported Chinese 
hemp centuries later. Italy turned 


‘its attention to hemp growing, and 


to-day, the highest-priced hemp in 
the markets of either Europe or 
America is grown there. South 
received its first plants 


— any 


Turks May Pay Or Work 

Nearly 100,000 Turks in Istanbul 
who have failed to pay their road 
tax of $5 a year have been ordered 
to go and make roads. Every male 
Turk between the ages of 16 and 60 
is expected to pay the tax. The 
authorities estimate that about 50 
miles of new roads will be construct- 
ed by tax defaulters before the year 
is ended. 
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WORLD HAPPENINGS 
BRIEFLY TOLD 


A Soviet scientific expedition head- 
ed by George Uschikoff, assistant 
manager of the Russian Northern 
sea route has started to seek an 
Arctic passage from Asia to Europe. 


The giant machinery in the plant) 


of the Manitoba Paper Co., was turn- 
ing for the first time since February, 
1932, bringing new life to Pine Falls 
as 200 men returned to work. 

H. G. Wells, historian, novelist and 
sociologist, intends to devote the 
next three years to the films, he says, 
“good films, serious, imaginative, 
artistic films.” 

The second conference on Cana- 
dian-American affairs — unofficially 
known as the “North American Com- 
munity Council’’—will be held at 
Queen’s University in Kingston, Ont., 
next June. 

The Soviet government has order- 
ed the construction of 16 airplanes of 
the type of the Maxim Gorky, which 
until it crashed May 18, killing 49 
persons—was the largest land ‘plane 
in the world. 

Dr. Allen Peebles, London, Ont., 
has been appointed as technical ad- 
viser to the investigatory commit- 
tee on state health insurance, Hon. 
G. M. Weir, British Columbia pro- 
vincial secretary, announced in Vic- 
toria. 

“The growth of bureaucracy in 
Canada is something that should be 
watched,” said J. W. Deb. Farris, 
K.C., is delivering the inaugural ad- 
dress at the opening of the annual 
convention of the Law Society of 
British Columbia, 

Manitoba highway accident toll for 


the first half of this year is 20 dead, | 


62 seriously injured and 77 injured 
to the extent of requiring medical 


attention. Figures were revealed by 
Hon. W. J. Major, K.C., attorney- 
general. 


Canada’s ties with Great Britain 
can be measured only “in a brother- 
ly and friendly spirit and not in dol- 
lars and cents,’’ Hon. Raymond Mor- 
and of Windsor, Ont., deputy 
speaker of the Canadian House of 
Commons, declared at a luncheon for 
delegates to the Empire Parlia- 
mentary Association in London, 


League Representation 


Sir Robert Falconer Wants A 
Foreign Minister For Canada 

Hope that Canada would establish 
@ separate “ministry of foreign 
affairs,” was expressed by Sir Robert 
Falconer, president of the League of 
Nations Society, at Ottawa. 

“As Great Britain has appointed a 
minister of League of Nations affairs, 
Canada also might surely participate 
more fully in its affairs. While the 
effects of Italian and Japanese 
policies may seem remote from 
Canadians, we cannot be sure that 
they would not involve us in serious 
consequences, therefore, we should 
at once take our part as a people 


more fully in consideration of world} 


affairs.” 


Experimental Bridge 

A young man whose knowledge of 
cards was vague, was roped in to 
complete a bridge four, 

He committed his first mistake by 
throwing away a king on a trick al- 
ready taken by his opponent's ace. 

“Good heavens!” bellowed the 
young man's partner, “a king doesn’t 
beat an ace,” 

“I know,” stamered the beginner, 
“but I thought I'd find out.” 


Must Be Some Runner 

The London Sunday Times carried 
the story of Miss Violet Piercy, the 
woman marathon runner, who ran 


five and one-quarter miles from 


Highgate to the Monument, sprinted} 


up its 311 steps and emerged at the 
top 46 minutes 1 second after she 
started. The ascent of the stairs 
took 2 minutes 56 seconds. ‘No 
other woman or man,” she stated, 
“has attempted this." 


The Trans-Canada Airway | 
Way Is Being Prepared For Coast 
To Coast Service 
The trans-Canada airway will be 
a reality within a couple of years if 
the appropriation made for civil 
aviation in the supplementary esti- 
mates brought down in parliament is'| 
| amplified by similar votes in the 
next two years. What is being done 
now, is to prepare the way—physic- 
ally. The operation of the service 
and its nature and extent will be a 
matter of policy to be determined 
when everything is ready. But the 
plans all contemplate an air service 
across the country handling mails 
and passengers. Depending upon the} 
type of machine used and making | 
allowance for landings, it should be} 
possible to fly from Montreal to Van- 

couver in 15 hours or less. 

The appropriations now made, 
however, are wholly for preparatory 
work—the construction of airdromes, | 
landing fields, night lighting, wire- 
less facilities and other accessories 
of the service. It will also be nec- 
essary to carry on extenive investi- 
gations through trial flights, the in- 
vestigation of atmospheric conditions 
and the best routes for flying. The 
work is now well advanced with 49 
| landing places constructed while the 
| new appropriation of almost $500,-| 
| 000 will enable it to be actively) 
| prosecuted this year. The engineers 
have the whole plan laid out and} 
| this year’s approriations will simply 
| fit in with what has been done pre- | 
| viously. 
| In another branch of civil aviation 
—the air service performed for the} 
different departments by the Air| 
Force—there is an increased vote of 
$305,000. This will allow the carry- 
| ing on of extra preventive services 
for the Mounted Police acrial sur- 
veys and a variety of similar opera- 
tions. 

Similarly the military end of fly- 
ing will have an impetus in the vote 
of $500,000 for maintenance and 
training. This contemplates a cer- 
tain addition of the personnel of the 
Air Force, but the exact number is 
not yet determined. 


Demonstrates New ’Plane 


| Will Land In Small Space And Uses 
Little Gasoline 

Dean B. Hammond, 26, of Ypsi-| 
lanti, Mich., has designed an aero-| 
plane which he asserts will “lan¢ on 
a dime’ and gets mileage on gaso- 
line like a low-priced automobile. 

Hammond demonstrated his new! 
pplane for United States government 
officials. Fifteen of the new Ham- 
mond model Y ships have been order- 
ed by the federal bureau of air com- 
merce for use in the inspection ser- 
vice. 

The model Y can alight in a space 
100 feet long at a speed of approxi- 
mately 35 miles an hour and takes 
off in less than 200 feet. Features 
| which make this possible are a three- 
| wheel landing gear and a_ pusher 
propeller. 


Holstein Cattle 


All Previous Records Are Broken 
For Registration Of Pure 
Bred Stock 
All existing records for registra- 
tion and transfer of pure bred Hol- 
stein cattle in Canada were broken, 
| according to half-yearly figures re- 
| leased frem the head office 
| Holstein Friesien Association 
;Canada, Brantford. In all, 14,705 
| head changed hands, which repre- 
sents a 99 per cent. increase over 
1934, Exports to the United States 
totalled 4,536 head and were 180 per| 


of 


cent. higher than the same period 
last year. 

Registration for the period totalled 
| 15,531 and showed a 23 per cent, im- 


tion of breeding stock. 


Anyone can tell you the way to| 
jinvest money. It's the way you 


didn't. 


Don’t kick a man when he is down 
) —he may get upy 2107 


of the} 
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Railroads Of Canada 


History Of Railroads In Dominion Is 
Of Absorbing Interest 
After a century of railroading 
Canada now has over 42,000 miles of 
railroad and in railway mileage per 
capita 
among the nations of the world. 
Construction of Canada’s first rail- 


hundred years ago. This line, known 
as the Champlain and St. Lawrence 
Railway, was only 16 miles long. It 
connected St. Johns and Laprairie, 
Quebec, and was in reality a port- 
age railroad, the original purpose 
being to shorten the journey between 
Montreal and New York. 
Johns transportation was effected by 
boat through the Richel’eu River to 
Lake Champlain and then along the 
Hudson River. The railroad was 
opened for traffic one year later, and 
the motive power in the ‘first year of 
its operation was_ horses. 
following year, 1837, locomotives 
were provided. 

Canada's railway era: proper be- 
gan in 1851 with the inauguration 
of the Grand Trunk System and sev- 
eral subsidiary lines throughout On- 
tario and Quebec. At the time of 
Confederation, 1867, the railway 
mileage in Canada was 2,278. The 
next and most important step in 
railway development in Canada was 
the building of the Canadian Pacific 
Railway, completed in 1885. The 
completion of this trans-continental 
line was one of the most significant 
events in Canadian history. It link- 
ed the east and west with direct and 
rapid communication and 
Dominion for the first time a real, 
united, economic unit. Rapid settle- 
ment in the areas tributary to the 
first trans-continental 
vided abundant and lucrative traffic 
for the road, and this led to the con- 
struction of two more trans-conti- 
nental lines. With the coming of the 
war the hopes of the builders of 
these lines were not realized, and 
they were eventually acquired by 
what is known to-day as the Cana- 
dian National Railways, which, oper- 


ating 24,000 miles of line, is the 
largest system on the American 
continent. 


From the humble beginning of a! 
| century ago with only 16 miles of 


track, Canada’s railroads have led 


the advance of settlement through- | 


out the length and breadth of the 


| Dominion and have grown into a tre- 


mendous extension of lines spread 
over the country like a web, with 
telegraph and express _ services, 
chains of modern hotels, and fleets of 
passenger and freight vessels link- 
ing Canada with all parts of the 
world. 


Long Lost Pet 


Deer Recovered By Owner 
After Long Absence 
Jack Reynolds and his long lost 
pet, “Buckie,” a three-year-old deer, 
have been re-united. 
On a hiking trip Reynolds 


Tame 


of 


| Townsend, Montana, saw a familiar 


form and whistled. 

The deer followed him home and 
calmly came to rest on the kitchen 
floor. The animal had been found in 
1932 when a fawn. 


The Markhor, a goat of India, has 
corkscrew horns. 


PATTERN 5372 | 


These lacy doilies suggest that 
homes in summer, 
well as many other accessories, they 
bleached, white or colored string. 


ure 5, 11 and 15 inches in diameter, 


is second only to Australia| 


From St.! 


In_ the; 


made the} 


railway pro-! 


Making Map Of Mars 


Famous Astronomer’s Work Being 
Completed By His Widow 
The monumental work of making 
a map of Mars, begun more than 50 
| years ago by the famous astronomer, 
Camille Flammerion, is being com- 
pleted by his widow. 
Madame Gabrielle 


Flammarion, | 


| road venture began in June, 1835, one| Who was the second wife of “the 


| poet of the skies,” works 15 hours 
| a day to complete her late husband's 
life work. The observatory in which 
| she works is in a garden where lie 
buried the bodies of her husband and 
his first wife. 

Every night, when conditions per- 
mit, Mme. Flammarion focusses her 
| powerful telescope on the red planet, 
| Studying all its phases and taking 
innumerable photographs. When at- 
mospheric conditions are bad, she 
works at her charts of the planet, 
filling in the unknown spaces. It is} 
said that she knows the ‘‘canals” of | 
Mars better than she knows the 
streets of Juvisy, the Paris suburb 
where she lives. 


Recipes For This Week 


| (By Betty Barclay) 


RED RASPBERRY JELLY 


4 cups (2 Ibs.) juice 
7% cups (3% lbs.) sugar | 

1 bottle fruit pectin 

To prepare juice, crush thorough- | 
ly or grind about 3 quarts of fully| 
ripe berries. Place in jelly cloth or| 
bag and squeeze out juice. Measure | 
sugar and juice into large saucepan 
and mix. Bring to a boil over hot-, 
test fire and at once add bottled 
fruit pectin, stirring constantly. Then 
bring to a full rolling boil and boil 
hard 4% minute. Remove from fire, 
skim, pour quickly. Paraffin at once. 
Makes about 11 glasses (6 fluid | 
ounces each). 


PLUM RELISH 


6 cups (1% Ibs.) prepared fruit 
4 cups (2% lbs.) sugar 
6 cup vinegar 
1, bottle fruit pectin | 
To prepare fruit, pit (do not peel), | 
about 2 pounds fully ripe plums.| 
| Grind or chop fine; add 1 teaspoon 
each cinnamon, cloves, and allspice, | 
or any desired combination of spices. | 
Measure sugar, prepared fruit and 
vinegar into large kettle; mix well 
and bring to a full rolling boil over} 
hottest fire. Stir constantly before 
and while boiling. Boil hard 1 min- 
ute. Remove from fire and stir in| 
bottled fruit pectin. Skim; pour 
quickly. Paraffin hot relish at once. 
Makes about 10 glasses (6 fluid 
ounces each). 


Heavy Competition 

“Not married yet?” 

“No.” 

“But I thought you had serious in- 
tentions in a certain direction?” 

“I did, but the evening I intended 
to propose to her she told me she) 
loved Browning, and Kipling, and| 
Shelley. Now, what chance have | 
with a girl who is in love with three 
other fellows?” 


Natives in search of building ma- 
terials are believed to be stealing 
stones and columns from the ruins | 
of ancient Carthage in North Africa, | 


Doilies of 
String 


Crochet 


airiness that we all aim for in our | 


Lovely for luncheon sets, doilies, refreshment sets as) 


are quickly made, You can use un- 


You can starch them stiffly if you like 
provement, despite heavy exporta- |and very perky they look this way! The design is so lovely a one that these 
| doilies will be something you'll want about all the time. 
lent gifts or bazaar donations for even one alone has its uses. 


They make excel- 
They meas- 


In pattern 5372 you will find complete instructions for making the | 


doilies shown; an illustration of them and of the stitches needed; material | was.” 


requirements, 


To obtain this pattern send 20 cents in stamps or coin (coin preferred) | 


to Household Arts Dept., Winnipeg Newspaper Union, 175 McDermot Ave. 


E., Winnipeg. 


There is no Alice Brooks pattern book published, 


| the palace greenhouse. 


Princess For A Day 


Maid In Archbishop’s House Has 
Unique Wedding In York | 
This is the story of the romantic 
wedding of a kitchen maid and her 
cobbler lover and it’s no fairy tale. 
They were married by a Prince of 
the Church. The bride held her wed- 
ding day court in an ancient palace 
and she was robed in a room once 
occupied by a future King and Queen 
of England. 

The princess-for-a-day was Dor- | 
othy Shaw. She worked “below! 
stairs” in that historic old palace at 
Bishopthorpe, which is the home of 
the Archbishops of York. Dorothy's 
bridegroom was George Wilson, a 
young cobbler. Their marriage might 
have been just the usual happy end- 
ing to a country courtship—but Most 
Rey. William Temple, Archbishop of 


| York, waved a magic wand. 


The prelate, who helped to marry) 
the Duke and Duchess of Kent at 
Westminster Abbey last November, 
decided that he would wed Miss 
Shaw and her lover at the altar in 
the little village church at Bishop-| 
thorpe. Better still, he threw open 
his palace to the bride and _ bride- 
groom and all their relatives and 
friends, and he and Mrs. Temple act- 
ed as host and Hostess at the wed-| 
ding breakfast in the centuries-old) 


|common room. The church itself was 


specially decorated with flowers from 
Every mem- 
ber of the palace staff was in the 
congregation, 

After the wedding breakfast Dor- 
othy changed for her honeymoon 
journey in an apartment once oc- 
cupied by King Edward and Queen 
Alexandra when they were Prince 
and Princess of Wales. Then, in the} 
Archbishop's limousine the maid and 
cobbler drove away underneath an 
archway that Cardinal Wolsey knew, 


Pocket Knife For Dolls’ House | 


Tiny 


Gift For Queen Mary 
From Steel 118 Years Old 
The Queen is adding to the Queen's 


Made 


| Dolls’ House at Windsor Castle a 


tiny pocket-knife, the blade of which 
weighs one-hundredth part of an 
ounce, or the equivalent of the 
weight of seven penny stamps. But it 
cuts as well as a full-size knife. 

It is made from steel produced by | 
Faraday one hundred and fifteen! 
years ago. Sir Robert Hadfield came 
into possession of some of this steel, 
and conceived the idea of having a 
number of miniature knives made 
from it. 

Many distinguished people have! 
accepted these knives, including the 
Prince of Wales, Signor Mussolini 
and President Roosevelt. 

The Queen saw one of the knives! 
in a shop, where a number of Fara- 
day exhibits were on view, and was 
immediately interested. 

When Sir Robert heard of her 
majesty's interest, he asked her to 
accept one, which she did, sending 
him a coin in exchange, according 
to tradition that the gift of a knife 
“cuts friendship’ or brings some! 
other form of bad luck, 


New Safety Rail Device 


Block Switch Sets Brakes And Rings 
Alarm In Cab 

Probably the greatest single con- 
tribution to railroad travel safety in 
recent years is the “electric eye” of 
the Sperry rail detector, which is 
now capable of checking accurately 
any minute flaw in the rails, An- 
other precaution is the recently de-| 
veloped block switch. In this device) 
coils at the front of the locomotive 
constitute the “eyes”. At the pres-| 
ence of another train on the track) 
they automatically set the brakes | 
and ring an alarm in the cab. 


Shifting Of Earth’s Crust 


| 

Scientist Reports Continent Of 
America Slowly Moving | 
Westward | 


Indications that the American con- 
tinent is slowly moving westward 
were reported by Father Lejay, | 
director of the Zicawei observatory | 
near Shanghai. 

The priest, who was in Paris for 
the convention of the International 


Astronomical Union, said his cal-| 
| 


| culations for a gravity chart tended | 
to show a shifting in the earth's 
crust. 

“Does the defendant understand 


what an alibi is?” 

“Yassuh! Dat's provin’ dat yo’ 
was at @ pra-r-meetin’ whar'’ yo’ 
wasn't, in ordah to show that yo | 
wasn't at a crap-game, whar’ yo’ 


Women are more fascinated by 
horrors than men, They even buy 
them and put them on their heads, 


|a solution of a chemical 


Little Journeys In Science 


PHOTOGRAPHY 
(By Gordon H. Guest, M.A.) 


Photography enables man to pre- 
serve a record of events by means 
of pictures, Besides being an inter- 
esting hobby, it is of great practical 
use and has become a valuable scien- 
tific tool. Many important advances 
of recent years in science have been 
aided by the application of photo- 
graphy to record the phenomena 
studied. 

Taking a photograph usually in- 
volves the making of two pictures, 
the negative and the print. The nega- 
tive is generally made on a support- 
ing sheet of glass or celluloid. The 
print or finished picture is made on 
paper. 

The supporting celluloid, or glass 
plate, is covered with a layer of gela- 
tin emulsion in which there are very 
small particles (known in science as 
colloids) of creamy crystals of silver 
bromide and silver iodide. In the 
case of negatives these particles may 
vary from eight to twelve one hun- 
dred thousandths of an inch in 
diameter. For prints, however, the 
particles are about one-fourth this 
ize. 

When the plate so prepared is 
placed in a camera and the image 
of some object is focused upon it, 
the silver bromide undergoes a com- 
plicated change which depends on 
the exposure. Too long or too short 
an exposure will prevent us from 
obtaining the proper contrast of 
light and shade. In this way an 
image of the object photographed is 
produced upon the plate. This 
image, however, is invisible and is 
therefore called latent. It can be 
made visible by the process of de- 
veloping. 

To develop the image the exposed 
plate is immersed in a solution called 
a developer which contains a chemi- 
cal compound known by scientists as 


a reducing agent. This substance 
changes the silver compounds, on 
which light has acted but will not 


(within a reasonable time) change 
those in which action has not been 
started by the light, into very small 
particles of metallic silver. The sil- 
ver so formed is deposited in the 
form of a black film which sticks 
closely to the plate. It is these 
black particles of silver which make 
up the dark part of the picture. The 
silver compounds which were not 
immediately acted on by the de- 
veloper must be removed, or they 
will be changed to silver and thus 
the picture would be ruined. 

To remove the unchanged silver 
compounds the developed picture is 
placed in what the photographer 
calls a fixing bath, which consists of 
known as 
sodium thiosulphate or more com- 
monly as hypo. The unchanged sil- 
ver salts in the gelatin dissolve in 
the fixing solution. The plate is then 
washed with water and dried. The 
plate is now called the negative be- 


| cause whatever in the original was 


bright is represented by dark silver 

and where the original was dark the 

negative has been washed clear. 
The print is made on paper which 


| is prepared in almost the same way 
|} as the negative plate. 


The negative 
is placed upon this paper and ex- 
posed to the light so that the light 
must pass through the negative be- 
fore striking the paper. The least 
light comes through where the nega- 
tive is darkest and hence this part 
will be the lightest part of the pic- 


ture when the silver bromide has 
been dissolved out. Light passes 
through the lighter parts of the 


negative and strikes the sensitive sil- 
ver bromide on the paper and this 
part on developing will be dark. The 
print is thus the reverse of the nega- 
tive and as the lights and shades 
correspond with the original it is 
called a positive. The tint of the 


| positive is sometimes changed by a 
| process, called toning. 


Ask 
Smallest County In England Wants 
Protection Against Speeding Cars 

For the twelfth year m succession 


there has been no assize court held in 
the county of Rutland, England. 


For Extra Police 


| True, it is the smallest county in the 
| country, the population being 17,400, 


mostly farming people, but it is 
quite remarkable to have no cases 
serious enough for a judge to deal 
with, 

And yet the county authorities 
have asked that the police force be 


increased. There are 17 men now, 
and one recruit. The authorities 
want another hobby. The reason is 
that so many motorists go scorching 
}across the county breaking the 
speed laws which keep the police 


force busy and the magistrates from 
stagnating for lack of something to 
do, that another policeman is needed 
to cope with offenders, 

If it were not for the motorists, 
the present force of 17 policemen 
and one recruit would be about 17 
too many.—St. Thomas Times-Journ- 
al. 

__—_—_—___. 
Rightly Named 

At last we learn waht “Pekoe” 
means with relation to tea, The word 
is said to be the Chinese for “white 
hair.”’ Neal O'Hara, who makes the 
explanation in the New York Post, 
says “that's what's on the leaves of 
Pekoe tea—a light down that looks 
like white hair,” 

The eider duck often attains a 
speed of 40 to 50 miles an hour, 
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Action Is Taken 
By Ottawa To 


Deal With Strikers 


Ottawa.—The mayor, board of con- 
trol, police commission and law 
officers of the city of Ottawa, met 
with county and Royal Canadian 
Mounted Police representatives to 
consider preparations in event any 
great body of unemployed marchers 
or relief camp strikers succeed in 
reaching the capital. 

At the conference it was empha- 
sized that prevention of movement 
from province to province of: the 
strikers and “On-to-Ottawa” march- 
ers was a Dominion responsibility. 
Movement between points in Ontario 
and Quebec were provincial responsi- 
bilities. 

Ottawa would call on the federal 
government for militia, “not as a 
show of force, but to protect citi- 
zens and property,” in event any 
great number of marchers cdme to 
the capital, the city fathers decided. 

There would be no citizens’ vol- 
unteer corps to cope with marchers, 
only men in uniform. The city. police 


might be augmented, but they would | 


be men on the reserve list and not 
civilians who, being armed and not 


used to discipline, might not be as) 


amenable to orders as men used to 
command. 

That Ottawa was not prepared to 
care for thousands rushing in upon 
the capital was emphasized. 


There should be small delegations, 


elected to come to Ottawa and pre- 
sent their grievances, Ottawa author- 
ities felt 


Coarse Grain Futures 


Trading In December Is Authorized | 


By Winnipeg Grain Council 
Winnipeg.—Trading 1n December 
coarse grain futures was authorized 
by Winnipeg Grain Council. The 


order applies to oats, barley, flax and | 


rye. 

No change was made with respect 
to wheat in which July and August 
futures remain the only trading 
months on the board. Both options 
are pegged at 80 cents. 

October coarse grain futures were 
posted April 24 at which time there 
was also a demand for October 
wheat. The government, however, 
has not authorized any trading in 
new wheat crop futures, 


Attends Luncheon 


Prime Minister Of Australia Enter- 
tained At Ottawa 

Ottawa.—Prime Minister Joseph A. 
Lyons, of Australia, arrived in Ot- 
tawa just in time to attend a lunch- 
eon in his honor, arranged by Prime 
Minister R. B. Bennett. 

Accompanied by Mrs. Lyons and 
members of his staff, he was met at 
the station by Mr. Bennett, Hon. R. 
B. Hanson, minister of trade and 
commerce, and Dr. O. D. Skelton, 
under-secretary of state for external 
affairs. 


To Run For President 

Omaha, Neb.—"General” Jacob E. 
Coxey, 81, who advocated $50,000,- 
000,000 inflation to give $100 to each 
unemployed person, was nominated 
to run for president by the handful 
of delegates attending the “national” 
Farmer-Labor party convention. 


Rioting In Ulster 


Three Dead As Result Of Shooting | 
Following Celebration 

Belfast, Northern Ireland.—Rioting 
and shooting following Ulster’s cele- 
bration of the 44th anniversary of 
the battle of the Boyne, caused three 
deaths, 

All the victims died by bullets. 
They were Mrs. Margaret Rodgers, 
29, Edward Withers, and an _ un- 
identified boy about 18. Police num- 
bered the wounded at 40, 

The daytime ceremonies were gay 
but peaceful. The outbreak began} 
after sundown and continued far into| 
the night. Police were kept busy 
throughout the night making arrests, 
dragging the alleged riot instigators 
from their beds. 

Shooting began again in the 
streets of Belfast after police, fol- 
lowing an hour's stiff battle with 
rioters in which gunfire crackled and 
stones were thrown, gained control 
,of the situation. 

The trouble began with stoning 
of a Scottish band which participated 
in the demonstration. 

A record number of Orangemen in 
full regalia, their loyalist districts 
ablaze with bunting, participated in 
| commemorating of the historic bat- 
tle for Protestantism. 

Mrs. Margaret Rodgers, 29, was 
shot in the abdomen and died quick- 
| ly. Mrs. Mary Lang, also shot’ in 
the abdomen, was reported in critical 
condition. Fourteen other persons 
were wounded in the exchange of} 
shots between police and rioters, | 
while five were treated for head 
| wounds inflicted by flying rocks. 

The police, who fired time after| 
time into the crowd along York) 
| street, an extension of Royal avenue, | 
Belfast's main thoroughfare, man- 
aged to restore order after an hour 
of stiff rioting. 
| A number of resolutions passed by 
|the Orangemen included pleas that 
| Protestants resist propaganda against 


| their faith and criticism of attemps 


to stir up religious troubles. 


Would Accept Challenge 


Englishman Would Satisfy Italian 
Who Wanted To Fight Duel 

Rome.—Declaring “all Englishmen 
aren't cowards” a letter signed by 
Edward A. Dickinson, Highbury 
Grange, London, was received here 
challenging Capain G. A. Fanelli to 
a duel. 

The letter writer offered to sub-| 
stitute for Major Clement Richard) 
Attlee, deputy leader of the opposi-| 
tion in the British commons, who de- | 
clined to accept Fanelli's challenge 
on the ground that duels are ‘‘obso- 
lete and barbarous.” 

“All Englishmen aren't cowards. 
I trust you will allow me to take up 
the challenge. . .. Trusting this 
meets with your approval and thus 
allows an Englishman jealous of his 
country's history and tradition the} 
opportunity to prove his sincerity, I 
am etc.” 

Captain Fanelli is at present away 
from Rome, but his friends say they 
understand he is unlikely to accept 
the challenge as his quarrel is with 
Attlee. 


Tariff Reduction Will 
Be Advocated By 
New Stevens Party 


Toronto. — Drastic reductions in 
such tariffs that affect British ex- 
porters will be advocated by the new 
Stevens party as one of its main 
planks, Hon, H. H. Stevens, former 
minister of trade and commerce, 
announced on his arrival here. 


Mr. Stevens said his proposed tariff | 


reduction policy would apply especi- 
ally to those imports which are neces- 
sary and advantageous to Canadian 
farmers, 

His party would take no stand, 
either way, on the question of repeal 
or amendment of section 98 of the 
criminal code, he said. 

The leader of Canada's fourth 
party said his decision to advocate 
certain tariff reductions had been 


reached following his investigations, 
the mass buying and price, 


with 
spreads conimission. 

Immediately upon his arrival, Mr. 
Stevens went into conference with 


| 
Warren K. Cook, Toronto; Thomas| 
Lisson, Hamilton, and Thomas V. 
Bell, Montreal, party organizers, 

The conference will draw up the 
party's platform and definitely de- 
cide on a name, it was said. 

Mr. Stevens’ reconstruction pro- 
gram would be “along the lines al- 
ready indicated in my letters to, Mr. 
Bennett,” he said. 

“We shall try to abandon the 
theoretical for the practical. We 
want to do something—not merely 
| play with the problem. We do not 
desire to present a program of 
promises. We are eager to bring) 
about results—to do something that} 
really counts.” 

The new party leader was “just 
Harry Stevens, just an ordinary fel- 
low trying to do a bit of work for 
my fellow citizens—work that needs 


to be done by someone and needs} 
doing badly.” 2107 


~ Negotiate For Air Pact 


Britain May Concitde A Separate 
Agreement With Germany 

London.—Great Britain may con- 
clude a separate air agreement with | 
Germany if efforts for a five-power} 
air pact fail, Anthony Eden, min- 
ister for League of Nations affairs, 
indicxted before the House of Com- 
mons. 

“It is the hope and intention of 
His Majesty's government that an 
agreement on all armaments shall} 
be concluded among the five Locarno 
powers,” he said. 

A Labor member asked, “Can Mr. 
Eden give assurance there is no in- 
tention of concluding a bilateral air 
pact with Germany alone as they 
have done on naval armaments?” 
Mr. Eden said, “That is a different 
question.” 


To Reconstruct Moscow 
Ten-Year Plan For Converting It 
Into Modern Capital 
Moscow.—A 10-year plan for the 
reconstruction of Moscow, connvert-| 
ing it into an ultra-modern capital 
for 5,000,000 inhabitants, was an-. 
nounced by Joseph Stalin, dictator) 

of Soviet Russia. 

The new city will cover more than 
double the area of the present one, 
which has a population of 3,500,000. 
It will be surrounded by a six-mile- | 
wide zone of forests and parks to} 
assure the populace clean air and 


| furnish places for outings. 


The size of the famous Red 
Square will be doubled, broad new 
avenues laid out, huge new hotels 
erected and 135,000,000 square feet 
of new housing space provided if the 
goal of the plan is achieved. | 


| 


Peace River Floods 


Continuous Heavy’ Rains Cause | 
Serious Damage 

Edmonton. —Continuing heavy rains! 
in the Peace River district had| 
brought flood waters near their 
peak of last week when serious dam- | 
age was done. Traffic to the British! 
Columbia Peace River block has been! 
halted by washed out bridges and in-| 
terrupted ferry service. Train ser-| 
vice is at a standstill and plans for! 
aerial delivery of mail are being! 
made, 

Latest flood is reported from Robb, | 
in the Edson, Alberta, district, where | 
the Embarras river is on the ram- 


page. 


Farm Labor Shortage 


Acute Situation Said To Exist In 
Rural Ontario 

Ottawa.—An acute shortage of 
farm labor is being experienced in 
rural Ontario, according to govern- 
ment employment offices. The de- 
mand for experienced farm helpers 
exceeds the supply and many 
branches of the employment service 
of Canada in Ontario have long lists | 
of jobs on file. 

Besides the employment service of 
Canada the immigration and colon- 
ization department operates a place- 
ment bureau and reports the same 
conditions. 


| Bank of Canada was listed at $180,- 


<a SRE Ss 


aa Strikers From Federal 
Relief Projects Active 
In ‘Three Provinces 


After spending fifty years in Can- 
ada, Dr. Seager Wheeler, famous 
wheat growing expert and former 
wheat king, has returned to his 
birthplace, Blackgang, Isle of Wight, 
| England, for a visit. Born in a jum- 
ble fisherman’s cottage sixty-seven 
years ago, Dr. Wheeler started his 
interesting career at the age of 11 
years. 


Profit For Treasury 


Revaluation Of Gold Also Aids 
Chartered Banks 
Ottawa.—The Canadian treasury 
profited approximately $63,000,000 by 
the revaluing of gold and the chart- 
ered banks about $10,500,000. The 
weekly statement of the Bank of 
Canada showed the effect of the re- 
valuation under the Exchange Fund 
Act which received royal assent. 
Gold coin and bullion held by the 


179,470. A week ago it was $106,- 
671,415. Before the Exchange Fund 
Act came into effect gold was valued 
at the parity of $20.67 an ounce, Un- 
| der the act it is the market value, 
roughly $35 an ounce. 

While the object of the Exchange 
Fund Act was to provide a fund to 
regulate exchange such a fund will} 
| not be established unless a situation 
| arises which will make it advisible. 
Accordingly the act provides that 
the fund should be established by 
order in council and no order in coun- 
cil has been passed or will be in the 
immediate future, it is understood. 
| When such a fund is established it 
will be under the supervision of the 
minister of finance. 


Smuggled Watch Parts 


Polish Rabbi Arrested With $5,000 
Worth In His Belt 
New York.—With the arrest of 
Max Erblich, a Polish rabbi employ- 
ed in the commissary of the liner 
Aquitania, treasury department offici- 
als said they had succeeded after) 
several years in smashing a ring 
which smuggled hundreds of thou- 
sands of dollars worth of watch! 
parts into the United States. 
Government agents found 700 
watch parts in a belt the rabbi was| 
wearing. Total value of all parts 
found was estimated by treasury 
officials at $5,000. 


BLASTING THE LEDGE AT NIAGARA FALLS 


An interesting photograph of the 
11,000 tons of rock from the historic Hi 


terrific dynamite blast which sliced | 
oneymoon Point at Niagara Falls and | 


[sent it tumbling into the Great Gorge 200 feet below. The ledge Aypamited | 


had been undermined by erosion and was considered a hazard to sightseers 
who crowded the edge to view the falls. | 


Alberta Elections 


Flood Conditions May Delay Prepar- 
ing Of Voters’ List 

Edmonton,-—Alberta’s general elec- 
tion date will not be announced un-| 
til there is definite assurance that, 
the northern flood situation has im-) 
proved to the extent that preliminary | 
work in preparing the voters’ list can) 
be completed within the required! 
time, Premier Reid stated. 

Hon. Hugh A. Allen, minister of, 
lands and mines, who went north’| 
to obtain definite information for the 
government concerning flood condi-; 
tions, is now marooned on a pas- | 
senger train between Widewater and} 
Lesser Slave Lake. 

At least five cabinet ministers 
have signified their intention to again 
seek office. They include Premier R. 
G. Reid, Hon. J. R. Lowe, Hon. J. F. 
Lymburn, Hon. J. J. McLellan and 
Hon. H. W. Allen, Hon. Irene Parl- 
by, minister without portfolio, will) 
not stand for re-election. Others 
have not yet been nominated. 

Liberals head the list with 55 of- 
ficial candidates. Next are Con- 
servatives with 37. The U.F.A. gov-! 
ernment party has 32 selected with 
many nominating conventions to be 
held, and the Labor party has select- 
ed eight. There is one independent. 
Social Credit forces, led by William 
Aberhart, of Calgary, declare they 
will contest all constituencies, 


Calgary Stampede 


United States Cowboys 
ning Streak 
Calgary.— United States cowboys! 
came to the fore at the Calgary | 
stampede, winning the North Ameri- 
can bucking horse riding and the 
North American calf roping contests. 
“Buck” Buchanan of Boise, Idaho, 
took first prize in the bronk riding 
while second money went to “Hub” 
Whiteman of Fort Worth, Texas. 
Calf roping honors fell to Irby 
Mundy of Uttleyville, Colo., who had 
his animal roped and tied in 18 2-5 
seconds. Ike Rude of Magnum, 
Okla., was second with a 20 1-5 sec- 
ond performance, 


Foresees Stabilization 


Possibility Predicted By Governor 
Of Bank Of France 

Paris.—Jean Tannery, governor of 
the Bank of France, predicted 
“America, France and England soon 
will unite for stabilization.” 

Speaking at the American clup 
luncheon, he said the United States 
aid in the recent French financial) 
crisis was something for which! 
“France will be forever grateful.” 

Tannery said that help indicated 
friendly feelings of the two coun- 
tries and encouraged his confidence 
as to the possibility of stabilization 
which, he said, “will mark the end 
of the depression.” 


Have Win- 


Fewer On Relief 

Toronto—Families on relief in Tor- 
onto are decreasing approximately 
500 a week, Welfare Commissioner 
A. W. Laver announced. For the 
week ended July 6, the number of 
families receiving full relief was 19,- 
177 compared with 19,686 at the, 
same time last year. 


‘Congress of Canada will 


Winnipeg.—Strikers from federal 
relief projects were active in three 
provinces of the Dominion and were 
prepared to converge on Ottawa with 
demands for work and wages from 
the government. 

In Montreal, Winnipeg and Tor- 
onto relief malcontents prepared for 
their trek as authorities prepared to 
put down any attempt for a massed 
march on the capital. 

As six of a group of “On-to-Ot- 
tawa” marchers, arrested in Mont- 
real, were convicted of vagrancy and 
sentenced to two months’ hard labor, 
provincial police announced any 
“marchers” leaving that city would 
be arrested. One of the sentenced 
was Armand Duval of South Park, 
Sask. : ' 
Quebec provincial police said they 
had beer offered co-operation by On- 
tario authorities in quashing any at- 
tempted movement on Ottawa. 

Authorities in Ottawa meanwhile 
conferred with Royal Canadian 
Mounted Police representatives to 
consider preparations to deal with 
any body of marchers which might 
reach the city. 

In Toronto, Premier Mitchell F. 
Hepburn of Ontario made it plain 
marchers would receive no aid from 
his government. He declared the 
proposed trek of western deserters 
was not feasible. 

More than 400 relief workers in 
Montreal North, a suburban town, 
halted ditch-digging and road re- 
pairing activities and marched to the 
city hall, demanding wages of $1 
per day, plus relief money. It was 
their second strike in the past few 
months. They were receiving 20 cents 
per day in addition to their relief, 
and were working ¢0 hours a week. 


To Protect Population 


Britain Takes Precaution Against 
Possible Air Raids 

London.—A program for protect- 
ing Britain’s population against air 
raids went to all local authorities in 
England, Scotland and Wales, ac- 
companied by assurances “the need 
for these measures in no way implies 
risk of war.” 

The government already has made 
arrangements for an initial supply of 
respirators to be allotted partly for 
training in their use against gas and 
partly to build up reserves. It was 
announced the work would be begun 
along these lines: 

Accumulation of reserve stocks of 
respirators and protective clothing 
for the use of those engaged in pre- 
cautionary measures, 

Building up of reserves of “bleach 
powder" for decontamination work. 

Probable establishment of an anti 
gas school for civilians. 

Use of the Red Cross and the 
order of St. John Ambulance Corps 
to assist in the enrollment and trains 
ing of an anti-gas medical emerg- 
ency corps. 

Air raid warnings, lighting re- 
strictions, rescue and salvage work 
were left entirely up to local authors 
ities. 


Labor Convention 
Ottawa.—-The fifty-first annual cone 
vention of the Trades and Labor 
begin in 
Halifax, Sept. 16, it was announced 
here by Tom Moore, president, and 
P. M. Draper, secretary-treasurer, 


Expansion Of Trade 


Present Need Says 
Australian Premier 


Ottawa, — Expansion of trade} 
rather than restriction of production 
is the need of the present if any sub- 
stantial recovery from the world de- | 
pression is to come about, in the 
opinion of Prime Minister Joseph A. | 
Lyons of Australia. With Premier 
R. B. Bennett on one side and former 
prime minister Sir Robert Borden on 
the other, Mr. 
luncheon meeting. 

“I do not believe in restricting | 
production of foodstuffs,” said Mr. | 
Lyons. “I believe the world can con- | 
sume a lot more of the right kind of | 
food than it now consumes, When| 
Providence has given us an abund-| 
ance of food it is wrong to cut across) 
the ends of God and deprive people 
of foods which are essential to health | 
and happiness,” 


Lyons addressed a | 


| 
| 
| 


| he said. 


Australia had made substatnial res 
covery from the depression, said Mr 
Lyons. The federal government had 
balanced its budget since 1932 al- 
though some of the states were still 
experiencing financial difficulties. Un« 


|} employment was decreasing, interest 


rates were down and trade was in 
creasing moderately. 

“We are not out of the woods yet,"* 
“But we have set the staga 
to take the fullest and earliest ad« 
vantage of any recovery that comes.'* 

Australians did not hope for an 
even,balance of trade with Canada 
because of special circumstances, but 
as the years went on they would like 
to see their exports to and their im« 
ports from Canada coming closer to- 
gether without any decrease eithey 
way.; 
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Oat Breeding Activities 
Development Of Disease Resistant 
Varieties Still Going On 

The oat crop ranks second in total 
value among all field crops in Can- 
ada and makes up about 30 per cent. 
of the total cereal crop production. 
With a crop of such national im- 
portance, which is being grown un- 
der widely different conditions of 
soil and climate, there are naturally 
many problems which demand the 
attention of the oat breeder in his 


efforts to assist in maintaining al 


high standard of production and 
quality. 

Breeding activities having to do 
with the production of varieties re- 
sistant to disease may eventually 
have a greater effect in maintaining 
or even increasing production 
will any other single factor. 
Dominion Department of Agricul- 
ture, through the Experimental 
Farms System and the Dominion 
Rust Laboratory, Winnipeg, has for 
many years been endeavouring to 
breed varieties resistant to such dis- 
eases as stem rust, crown rust and 
the smuts. While much of the pre- 
liminary work in connection with the 
production of varieties resistant to 
these diseases has been completed, 
the nature of the problem is such 
that continued efforts will be neces- 
sary if the measure of success al- 


ready accomplished is to be main-| 


tained. 
Many districts in the oat growing 


areas of Canada are especially suited | 


to the growing of early varieties. 
Experience has shown that 
varieties are, generally speaking, not 


so well adapted to widely different 


conditions of soil and climate as are} 
the later sorts. Breeding for better | 
early varieties therefore becomes | 
more of a local problem, although 
the importance of developing early 
varieties that have wide adaptations 
as regards soil, etc, is never lost 
sight of in any breeding program. | 
The development of early, high yield- | 
ing, disease resistant varieties has 


been one of the major lines of work | 


in the oat improvement program of 


the Dominion Department of Agri-| 


culture. Many hybrid strains are at 
present being tested in various parts 
of the country. The process of build- 


ing up varieties possessing all the| 


desirable characters mentioned above 
is extremely slow and requires many 
years of careful, patient work be- 
fore the final objective can be at- 
tained. 

Other breeding problems of major) 
importance being carried on by the! 
department are: The development | 
of stronger strawed 
provement in the quality and yield 
of the standard sorts and the de- 
scription and classification of varie- 
ties. 

A collection of more than 500 
varieties of oats which have been in-| 
troduced from foreign countries 
throughout the world are being} 
studied with the hope of finding | 
some that may be adapted to Cana-, 
dian conditions or may possess cer- 
tain qualities that would make them) 
useful for breeding purposes. 

Other breeding problems of a 
minor nature, but having a direct 
bearing on oat improvement work, | 
are being studied in conjunction with | 
the economic breeding program. Cer- 
tain research projects of a more 
fundamental nature are also receiv-| 


ing attention, Such work, while per- | 


haps of little direct practical value, 


is essential in the study of varietal | 


characteristics and in the breeding 
of better varieties, 


Germany Will Build Warships 


Eight Fighting Vessels To Be 
Launched This Year 


Forty- 


Germany will build 48 warships | 


totalling 107,500 tons this year, it 
was Officially announced in Berlin. 
Ships planned include two 26,000- 
ton battleships, carrying 28-centi- 
metre 11-inch guns; two 10,000-ton 
cruisers mounting eight-inch guns; 
16 destroyers of 1,625 tons, some of 
which already are under construc- 
tion, inch and 2.75-inch 
guns; 20 submarines of 250 tons, the 
first of which joined the fleet on 


mounting 4.7- 


June 29, while two others are under-| 
going their final fitting-out; six 500- 
ton submarines and two 750-ton sub- 
marines, 

The question of aircraft carriers! 
and other types is still under con- 
sideration, Under the agreement! 
with Great Britain, the reich is en- 
titled to 41,200 tons in aircraft car- 
riers. 

madievane certificates registered by 
the Canadian National Records, ap-| 
proved by the Dominion Minister of 
Agriculture, during the month of 
May, 1935, numbered 5,207. This | 
number includes 425 horses, 3,183 
cattle; 188 sheep; 493 swine; 261 


foxes; 632 
goats. 


dogs; 16 poultry and 9 


than | 
The| 


early 


varieties; im- 
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Cabinet which was acceptable to the 


sworn in. 


A Very Old Game | 


| Shuffleboard Was Played In England 
Before Tudor Times | 
If you have ever crossed the ocean 
or gone on a long voyage coastwise 
or on the lakes you have probably, 
played shuffleboard. That is the 
| game which was paramount on ships 
before the era of massive liners with 
| ymnasiums, and still is on the! 
smaller ships of to-day. A square is 
chalked on the deck, and each sec-) 
tion is numbered, then you take a 
wooden block somewhat like a 
hockey puck and thrust it along the 
smooth deck with a sort of shovel 
| grooved to fit the puck into the head, 
trying to gauge the distance so as 
to have the puck rest in the square 
with the highest number. 
| The idea occurred to someone to} 
| delve into history to find the origin! 
of this nautical pastime, and the dis- 
covery was made that it is hundreds 
|of years old. It was played in Eng- 
|land before Tudor times and called 


| shovelboard. 

The ancient shovelboard game was 

}not played with a  long-handled 
| pusher, but entirely by hand. “The 
| stately homes of England” were 
spacious in those days, and the 
board was really a long table, which) 
also served as a dining table or side- 
board. It was sometimes 40 feet) 
| long, usually about 40 inches wide, 
and was built of as many as 250 
| blocks of equal sizes, each about 18) 
| inches long, glued together with such 
| nicety that the players could shove | 
metal disks along with their hands.! 
The squares were not marked in dif-| 
ferent values, the object being to 
shove the disks along so that they) 
| would just overlap the far end of the 
| table without falling over. Points 
were awarded according to the posi- 
| tion of the disks at the conclusion of 
so many shoves. 

Perhaps it was not very exciting, 
but the ancients were easily amused. 
It seems to be at least as exciting as; 

| shuffleboard on a ship’s deck, which, 
|in fact, is only tolerable because 
there is little else to do. Nobody 
ever plays it anywhere else.—St. 
| Thomas Times-Journal. 


Old Books And Old Songs 


Publisher Lists Many In 100 Of Best | 
Sellers 
An anchor of sanity in a bewilder- 
ing world. That is how we should 
|regard the old songs and the old 
books that Britain has befriended 
for many decades and still holds 
{close in her heart. ‘Lorna Doone,” 
“David Copperfield,” ‘Treasure Is- 
|land,” still live. And “Home Sweet 
Home” and “Love's Old Sweet Song,” 
still live, too. There is a revealing 
glimpse of human loyalty in the 
publisher’s list of the 100 best sell- 
ing novels. We cling to those books 
because their sentiment is true, uni- 
versal, and for all time.—Manches- 
ter Sunday Chronicle. 


Shipments of Canadian beef to the 
United States during the month of 
April, 1935, amounted to 955,900 
| pounds as against none a year ago. 
The April beef exports to Great 
| Britain amounted to 3,300 pounds as 
against 100,700 in April, 1934, The 
total exports of Canadian beef for 
the first four months of 1935 were 
6,988,700 pounds, as compared with 
2,831,600 pounds for the first four 
months of 1934, 


Usher at wedding (to cold, digni- 
fied lady)-Are you a friend of the 
groom? 
| The Lady—Indeed, no, 

bride’s mother,, 


I am the 
2107 


| tional viewpoint, 


; meeting of the technical section 
| Canadian Pulp and Paper Associa- 


jing its only exposed parts 


It was only after two Governments had failed that M. Laval stepped into the breach and formed a new French 
Here we see the new Prime Minister, M. Laval, cen- 
tre, with M. Herriot on his right, and Leon Berard on his left, leaving the Elysee early on the morning after being 


Chamber of Deputies. 


Forest Conservation 


Considered To Be A Federal Field 
Rather Than Provincial 
Research and forest experiment 
station work in the interests of the 
pulp and paper industry was a fed- 
eral field rather than a provincial 
one, and forest conservation, fire 
protection and limitation of the cut 
should be tackled from a broad na- 
said Hon. Thomas} 
Murphy, minister of the interior, ad- 
dressing some 75 delegates to a 


tion at Ottawa. 

The government had instituted a 
policy of helping the industry, said 
the minister, by establishing pulp/ 
and paper research laboratories, of | 
; which there are now three, one in | 
Ottawa, one in Montreal and the! 
other in New Westminster, B.C., and! 
conducting forest experiment sta- 
tions. This work the provinces could 
nat very well do because they would 
be duplicating their services. 


Medals For Ten Brothers 


Fought Through World War And! 
Only One Wounded 
Having fought throughout the} 
World War and still living to tell of | 
it, 10 brothers in Germany have just 
been decorated with the newly-insti- 
tuted Cross of Honor for active ser-| 
vice in the great conflict. They were 
considered Germany's luckiest  sol- 
dier family. Only one was slightly 
wounded in the four years of hos- 
tilities. The brothers’ family name is 
Rack and they live in Kildorf near 
Bad Homburg. The 10 are Jacob 
Heinrich, George, Joseph, Valentine, 
Peter, Gerhard, Wilhelm, Jean and 
Firdinand. They never met each 
other throughout the war. but kept 
in touch through their sisters at 
home who wrote letters with family 
news. 


Protect Their Cattle 


When driving herds of cattle 
through the danger tsetse fly belt of 
northern Rhodesia, African ranchers 
sometimes protect each animal with 
a close-fitting suit of khaki, smear- 
with 
wagon grease. 

Because they did not like their 
school, 40 children went on strike re- 
cently in Cefn Fflorest, Wales. 


@ FANCFUL FABLES 


Chinese Detest Lemon Pie 


Other Western Foods Also Looked 
On With Disdain 

Shark fins, black eggs and bird} 
nest soup may not sound appetizing 
to Canadians, but Chinese regard) 
with equal disdain lemon pie, cheese 
souffle or candied sweet potatoes. 

It's all a mental attitude, says one 
of Hongkong’s celebrated chefs, 
Wong Ching, who observes: 

“Ifyou grow up believing that cer- 
tain things are terrible, and are told 
that ‘nobody but a Chinaman would 
eat it,’ just remember that Chinese 
children also are taught that some 
of your food is equally dreadful and 
that nobody but a barbarian would 
touch it.” 

Hongkong, in the opinion of many, 
| is rapidly becoming the gastronomic 
{centre of the world. For genera- 
tions the art of Chinese cooking has 
been in a class by itself. 

It is well known to anyone who 
has eaten a full 32-course Chinese 
dinner that at the end of it he does 
not feel stuffed or uncomfortable. 
There is such an incredible variety 
and each ingredient so carefully) 
thought out, that the menu is a mys-| 
tery of perfect balance. The con- 
stant drinking throughout the meal) 
of chrysanthemum tea and other 
herb concoctions is also conducive to 
the best digestion. 

The preparation and blending of | 
foods is to the Chinese chef what 
mixing prescriptions is to the chem- 
ist. 


The Polite Japanese 


Speculation As To What Their Golf! 
Players Say 

In view of the impending visit dur- 
ing August of the touring Japanese | 
team who are scheduled to play in) 
the great General Brock Hotel | 
tournament at the Lookout Point} 
Golf Club, Fonthill, Ontario, one is 
inclined to wonder what the Japan- 
ese equivalent would be to our fierce-| 
ly peremptory Fore! Will they per-| 
chance murmur in their mildly sub-| 
missive manner, “May humble and 
incompetent duffers be permitted to 
play thro’ please, honorable four- 
some, who evidently have supreme 
misfortune to lose honorable ball?” 
—tToronto Saturday Night. 

You can abolish war by developing 
a race of people with no desire to 
boss one another. 


HE'S GETTIN’ AWFUL 
TEMPERAMENTAL 
SINCE HE GOT SO 
MUCH FAN MAIL ? 


|ter a string of unbroken conquests 


| themselves to meet and overcome 


| person signing the document? 


Failure Not Always Tragic 


More Sometimes Learned In Defeat 
Than In Victory 

The following article appeared in a 
recent issue of the Chatham, Ont., 
Daily Mews: 

Congratulations are being show- 
ered upon successful scholars who 
have passed their year’s examina- 
tions, and are’now either equipped 
to enter the competition of the 
world, or prepared for future con- 
quests in classroom studies. This is 
splendid. It is a wonderful thing to 
be a winner, in these days particu- 
larly, and we hope that the fond 
dreams of those budding citizens will 
reach full fruition. 

But what about the scholar who 
failed to ‘make the grade’? Should 
not some mention be made of the 
student who tried and lost—and who 


.| probably spent just as much study, 


and close application of all available 
intelligence, as the ones whose 
names are now in the honor roll? 

Can no word of solace be offered? 

It should not be forgotten that we 
sometimes learn more in defeat, 
than we do in victory. Probably 
those scholars who are now dolefully 
looking forward to another term in 
the same classrooms, will find that 
eventually, and paradoxically as it 
may seem, their failure of to-day will 
really turn out to be one of their 
greatest victories. 

No person is privileged to regis- 


all the way through life. Defeats 
and disappointments are sure to 
come. Then the real test of ability) 
and character begins. While clever-| 
ness is to be admired, sometimes the | 
most brilliant students do not make) 
the most successful citizens, Prob- 
ably they become so accustomed to) 
triumphs throughout their school 
careers that they do not discipline 


ebstacles which in their post-school 
life seem to be unsurmountable. | 
School work is absorbed easily by, 
some students. Others have to work | 
long and hard. Sometimes the hard-| 
est worker finds his name in the} 
“plucked” column; but this doesn’t} 
always mean complete failure, for he) 
has at least learned how to work—| 
and that’s something. Moreover he 
knows that if he continues to work, 
he will succeed eventually, and he 
will have that indescribable feeling | 
of elation which comes to the boy or 
girl who realizes that success has 
been earned, 

So that it is not such a tragedy 
to fail in an examination, if such 
failure is regarded in its most sen- 
sible perspective. It merely means 
that the student is absorbing, early 
in life, the lesson we learn.from ad-| 
versity; and if it inspires a de- 
termination to try, try again until) 
success is gained, that valuable les- 
son is by no means lost. 


Fingerprints Could Be Used 


Would Be More Authentic On Legal 
Document Than Seal 

“Witness my hand and seal,” etc. 
So concludes many a legal document, 
and then a bit of gummed paper sup- 
posed to represent a seal is stuck} 
opposite the signature. But of what 
real significance is that bit of paper,| 
which might be attached by any- | 
body? Now that fingerprints are 
known to be unquestionable evidence, 
why not have the signature attest- 
ed by an impression, say, in printer’s 
ink, of a thumb or finger tip of the 
Here) 
would be a seal so authentic no one 
could successfully dispute it. For 
that matter, a duplicate of the fin- 
gerprint could be filed in the regis- 
try office. 

Awarded Rare Certificate 

For ‘advanced practical skill in 
swimming together with theoretical | 
knowledge of physiology in relation 
to circulation, respiration and resu- 
scitation, together with the ability to 
impart such knowledge,” John Mark 
Cooper of Edmonton has been award- 
ed a certificate of the Royal Life 
Saving Society. The award is much 
coveted by swimmers and rarely is| 
more than one issued in any single 
year in Canada, 


The number of inspected ship- 
ments of poultry from Canada from 
January 1 to May 31, 1935 comprised 
4,487 boxes of turkeys; 33,145 boxes! 
of chickens; 323 boxes of fowl; 25| 
boxes of geese; 955 boxes of ducks, 
and one box of pigeons—in all ap- 
proximately 2,280,000 pounds, Dur- 
ing the corresponding period of 1934 
the total amount exported was 11,- 
841 boxes, 


In cleansing the blackened name 
of a thief, the South African Kaffirs 


| fluid, then stir in 1 gram or 4 
| spoonful of oil of cassia and 2 grams 


shout the name into a kettle of hot, 
medicated water, and permit it to 
remain sealed for several days. 


Summer Protection 


How To Deal With Mosquitoes, Black 
Flies And Punkies 

Now that the warm season is here 
those troublesome biting insects the 
mosquitoes, the black flies and the 
tiny midges known as “punkies” or 
“no-see-ums” are likely to cause dis- 
comfort and annoyance, particularly 
about summer residences and in the 
woods. It is therefore timely to con- 
sider ways and means of protecting 
oneself from these small but blood- 
thirsty assailants. 

When camping, avoid selecting a 
camp site near marshes, swamps and 
stagnant pools where mosquitoes 
breed, or in the near vicinity of dense 
woods and underbrush, where they 


shelter. A dry, open space in the 
woods, or on some fairly exposed 
promontory, is preferable. More- 


over, it is advisable not to camp 
close to the rapids of streams and 
rivers, for it is from such places 
that black flies often emerge in great 
numbers. <A good fly-proof tent is 
invaluable in protecting one from in- 
sect pests, particularly at night, 
when sleep is desirable. 

Around summer cottages, and 
other dwellings, the grass should be 
kept cut short, and shrubbery and 
underbrush in which the insects shel- 
ter should be kept down to a mini- 
mum. Proper screening of doors 
and windows is essential to comfort 
where biting flies are prevalent. 
Screens preferably should not be less 
than 16 meshes to the inch. 

Pyrethrum- kerosene sprays, of 
which many brands are on the mar- 
ket, are useful in destroying insects 
that find their way indoors whether 
it be a permanent residence, a sum- 
mer cottage or a tent. <A simple 
formula for such a spray is as fol- 
lows: Thoroughly mix one-half pound 
of pyrethrum insect powder in one 
gallon of kerosene; cover the vessel 


| and allow the mixture to stand for 


several hours; siphon or filter off the 
clear liquid which forms the spray. 
Keep it in a closed container, prefer- 


| ably a can or amber-coloured bottle, 


when not in use. Apply by means 


| of a small hand sprayer or atomizer. 


The tiny biting midges, known as 
“punkies” or “‘no-see-ums” sometimes 
prove troublesome and are so small 
that they pass through ordinary 
screening without difficulty. The 
above spray when applied liberally to 
the screens has a fairly lasting re- 
pellent effect which prevents the 
midges from entering. 

Various fly dopes that may be ap- 
plied to exposed parts of the person 
to prevent attacks by biting insects 
have been recommended A popular 
one is made by mixing together 1 
ounce of oil of citronefla, 1 ounce of 


| spirits of camphor and % ounce of 


oil of cedar. Another has the fol- 
lowing formula: Oil of cassia 1 ounce, 
camphorated oil 2 ounces, vaseline 3 
ounces. A third preparation that has 
been strongly recommended is made 
as follows: Melt together over a 
gentle fire vaseline 1 ounce, beeswax 
1 ounce, medium hard paraffin 1 
ounce; cool until the mixture is just 
tea- 


or %4 teaspoonful of oil of citronella. 
When one has been bitten by in- 
|; sects it is important not to scratch 
the bites. Various cooling or sooth- 
ing lotions are the best remedy that 
can be prescribed. Borated vaseline, 
household ammonia, tincture of 
fodine and even ordin..y toilet soap 
when moistened and rubbed gently 
over the punctures will give relief. 


Losing Its Popularity 


Ocean Flight As Stunt Seems To 
Be Definitely Out 

The Kingston Whig-Standard says 
the flying of oceans seems to have 
lost its popularity. We have heard 
no announcements of plans for any 
trans-Atlantic flights this summer. 
It is a sign, perhaps, that the pioneer 
stage of chance-taking is definitely 
ended. There are no laurels left to 
be gained in this way. The next 
phase, of which there is now some 
definite promise, will be the estab- 
lishment of commercial air trans- 
portation over the North Atlantic. 
Already it exists over the South At- 
lantic, 


Canadian cattle exported to the 
United States from January 1 to 
June 6, 1935 totalled 79,295, together 
with 1,630 calves. The number of 
cattle thus exported to the United 
States during this time is approxi- 
mately 8,000 more than the total 
export of cattle from Canada during 
the whole of 1934 to all countries, 


Boy: “Say dad, what does it mean 
when the paper says some man went 
to a convention as a delegate-at- 
large?" 

Dad: “It means his wife didn't go 
with him, my son.” 
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MISS ALADDIN 


—By— 


Christine Whiting Parmenter 


Author Of 
“One Wide River To Cross” 
“The Unknown Port", Ete. 


SYNOPSIS 


Nancy Nelson is a sub-deb, a gay, 
irresponsible girl of nineteen, with no 
care beyond the choice of her cos- 
tume for her coming-out party. Sud- 
denly, in the market crash, her in- 
dulgent father loses all he had, and 
his family is faced with the neces- 
sity of a simpler method of living. 
At this juncture a letter is received 
from an eccentric relative in Color- 
ado, who offers the girl a home on 
what seems to be impossible condi- 
tions. 

After much consideration Cousin 
‘Columbine’s offer is accepted, and 
Nancy and Jack arrive at Pine Ridge. 
They are met at the railway station 
by Columbine Nelson, who in turn 
introduces Mark and Matthew 
Adams, two neighbors of Aunt Col- 
umbine, and the party set out for 
Pine Ridge, which village causes dis- 
may to both Nancy and Jack because 
of its dilapidated appearance and 
general look of poverty. Nancy and 
Jack are shown to the rooms they 
are to occupy, and both the young 
people consider the furniture and) 
decorations hateful and, contrasting 
the present quarters with their lux- 
urious home in Boston, wonder if 
they can endure the change for any 
length of time. Aunt Columbine 
tells why she wrote the letter to 
them, and relates some of her early 
experiences at Pine Ridge of hostile 
Indians and forest fires, of her 
father’s hunt for gold, and of her 
mother’s splendid spirit, but frail 
body, which could not endure the 
strain of pioneer life. 

Nancy set out one afternoon to 
climb to the top of a hill so as to 
obtain a view of the surrounding 
landscape and misses the path Aurora 
Tubbs had told her to follow. A truck 
comes along the road, driven by Mat- 
thew Adams, and she asks him which 
way to go. They ascend the hill, 
look around, and then go on ‘to 
Cousin Columbine’s. 

No Go On With The Story 


CHAPTER IX.—Continued 


“Sometimes they're fierce Mother 
insists it’s because we're so near the 
sky! Those storms are the only thing) 
in the world, I believe, that she’s| 
afraid of. Her father was killed by 
lightning before I was born.” 

Nance shivered. 

“No wonder she's frightened! It’s 
a miracle this tree has escaped being! 
demolished. Does anybody know) 
how old it-it?” 

Matt shook his head. 

“It’s a great deal older than any 
one in these parts surely. Miss Col- 
umbine remembers it just like this 
when she was only a little girl, It 
must have been struck by lightning 
many times. I often think—that is) 
ea 

Matt was, all of a sudden, 
conscious again; but Nance 
merciless. 

“Go on,” she begged. 

“I only mean,” he hesitated, ‘that 
—that this tree must have seen a lot 
of interesting things: Pioneers, you 
know, in their covered wagons; the 
first settlers struggling to build 
homes; Indian massacres or war 
dances; and later, prospectors trudg- 
ing along with burros, Why, even 
the old Spanish expeditions may 
have passed this way more than two 
hundred years ago! I—TI often won- 
der how many of those sights this 
pine looked down on.” 

Nancy was silent, partly because 
no boy had ever talked this way to 
her before, and partly because what 
Matthew said had sirred her imag- 


self- 
was 


“WHEN YOUR DAUGHTER 
COMES TO WOMANHOOD 


Most girls in 
their teens need 
a tonic and regu- 
lator. Give your 
daughter Lydia E, 
Pinkham’s Vege- § 
table Compound 


for the next few 
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her how to guard & 
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REFRESHING 


ination. She was silent so long that 
the young man moved uneasily. 

“I—-I suppose, all this sounds sort 
of foolish to—to a girl like you, 
but—” 

“Why should it?’’ Nance looked at 
him so disconcertingly that Mat- 
thew lowered his eyes for just a 
moment. “I guess you thought I 
was being dumb; but really, I was 
trying to see things—the things you 
say this old tree must have seen. 
And by the way!” (Nance glanced 
up, smiling, at which Matt became 
pleasantly aware of a dimple in her 
left cheek.) “There is something else 
it saw that you didn’t mention. It 
witnessed the betrothal of Victor and 
Aurora Tubbs! She said I'd find 
their initials cut in the bark.” 

Matthew laughed. 

“Mother remembers those initials; 
but lightning ripped that bark off 
years ago. Aurora hasn’t been up 
here since she put on flesh, and 
that’s almost as far back as I re- 
member. I hate to hurry you, Miss 
—er—well,” (desperately, as the 
girl grinned at him), “Nancy, but it’s 
getting along toward sundown and’ll 
soon be cold. Shall we move on?” 

Nance said, regretfully: ‘It’s so 
wonderful here I can hardly tear my- 
self away. Is that the path which 
leads down by the Tubbs estate? I'll 
try that trail some day when I’m 
energetic; and when I get homesick 
I'll come up here to get away from 
every one, and either bawl my head 
off or snap out of the attack.” 

“We'll have to see that you don’t 
get homesick,” returned Matt with 
unexpected gallantry. 

A half hour later they drew up at 
Miss Columbine’s side door to find 
Mark Adam scanning the road im- 
patiently, and Jack seated on a suit- 
case, 

“Have you got a job?” gasped 
Nance, spying the luggage as she 
took Mark’s upstretched hand and 
jumped down lightly. 

Jack nodded, while the other boy 
exclaimed: ‘Where the dickens have 
you been, Matt? We've telephoned 
everywhere to find you.” 

“Blame me,” said Nance, while 
Matthew, flushing again, retorted: 

“Hasn't a feller got a right to take 
an hour off? What's up?” 

“Good and plenty. Luke’s broken 
a leg.” 

Matthew started, his face grave. 

“You're not kidding, Mark?” 

“Sure I’m not. That new bronc 
kicked him. Dad and Mother have 
carried him to the hospital in the 
Ford.” 

“Is it a bad break?” 

“How'm I to know? But” (turn- 
ing to Nance with his customary 
smile), “it’s a case where an ill wind 
blew somebody good. Jack’s got a 
job with us till Luke’s around again, 
Pile in, feller. We must be going. 
We'll take good care of your little 
brother, Nancy!” 

“Hi! Wait a minute!” This was 
Aurora, bursting through the door 
with a covered basket. “I made a 
layer cake this mornin’ and it’s sure 
to get stale with Jack away. I cut 
a hunk for Nancy, and the rest’s in 
the basket with a couple o’ loaves of 
good fresh bread. You better take 
it, Mark Adam, Your mother won't 
get back in time for supper; and if 
she does she'll be too upset to get a 
proper meal even if she knew how, 
which goodness knows she doesn’t 
and never did. You hold that bas- 
ket right side up, boys, and. . .” 

She was still expounding voluble 
instructions when the engine started. 
Mark blew her a kiss of thanks as 
they drove away. 


CHAPTER X, 


It was ten days before Nancy saw 
her brother again, a rather lonesome 
ten days, on the last of which the 
Colorado sunshine gave way to what 
Aurora called “a baby blizzard’, and 
Cousin Columbine went to bed with 
a cold. The wind was furious, and 
Nance retired to her tower and sur- 
reptitiously donned two pairs of silk 
stockings since no chance had arisen 
to buy sport hose. 

Even a stouter heart than hers 
would have found the day more or 
less gloomy. The halls in the old 
house were frigid; and wind blew 
through every crack. At Aurora's in- 
vitation she took pen and paper into 
the kitchen, meaning to write letters; 
but under the good woman's steady 
fire of conversation it was impossible 


to concentrate, and at last she sought 
the sitting room in search of read- 
ing matter. 

To one of Nancy’s generation the 
contents of the walnut bookcase were 
not enticing. There was a handsome 
edition of Scott, but one glance at 
long pages of description was 
enough, There were two old-fashion- 
ed novels by some one named Mu- 
lock; a “Pilgrim’s Progress’; a book 
called ‘“‘What To Do Before The Doc- 
tor Comes,” and a set of Dickens 
which looked a bit less hopeless than 
the others. Nancy could remember 
her father reading parts of ‘David 
Copperfield” aloud when she was lit- 
tle; but these volumes were big and 
heavy. They looked endless, too. In 
desperation she ‘went back to the 
kitchen and Aurora’s monologues. 

‘Is there a public library in this 
place?” she questioned. 

Aurora popped a pie into the oven 
and responded: ‘‘What good would it 
do? So far’s I know they ain’t any 
one in Pine Ridge but Victor Tubbs 
that’s got time to read, and it takes 
him all day to read the paper. And 
no wonder! He don’t let even the) 
smallest advertisement get by him. 
He’s upset Juanita considerable by 
mentionin’ a place at Colorado 
Springs where you can get a perm’- 
nent wave for two dollars and fifty 
cents. She’s asked Eve Adam to take 
her down some day when they go 
to see Luke at the hospital, and I 
don’t hardly expect to recognize my 
own daughter when she gets back. 
No, we don’t have any use for a lib- 
rary at Pine Ridge.” 

Recalling the “confession” maga- 
zines she had seen Juanita indulge 
in at the drug store, Nance suggest- 
ed: “Perhaps if you had a real good 
library your young folks wouldn't 
waste their money on such trashy 
reading matter.” 

“Maybe,” admitted Aurora, “but I 
doubt it. And if you mean those 
love magazines, I’ll admit I find 'em 
real refreshin’.” 

“But I thought you had no time 
to read!” 

“No more I do,” replied Aurora, 
undaunted at this sly thrust, ‘but 
sometimes I glance at 'em to rest 
me. In one o’ them stories a boy and 
girl got engaged under a pine tree 
like Tubbs and me. Here’s Mark 
Adam with the milk. Shut that door 
quick, Mark. No matter about 
bringin’ in some snow along with 
your feet. I ain’t scrubbed my floor 
yet, and I ain’t goin’ to till things 
dry up. Shut that door! Do you 
want to freeze us? How's Jack get- 
tin’ along? How’s Luke? And is 
your mother bearin’ up under this 
affliction?” 

Mark deposited two milk bottles 
on the table as he said: “One ques- 
tion at a time, please. This is some 
storm, isn’t it? Are you occupying 
the kitchen in order to keep warm, 
Nancy, or to profit by the conversa- 
tion of our estimable Mrs. Tubbs?” 

“Don’t you be uppity, Mark} 
Adam,” snapped Aurora, ‘She's here| 
to get warm, and no wonder with 
nothin’ but a layer of silk stockin's 
to protect her legs. You haven't an- 
swered—” 

“Give me time,” Mark interrupted, 
warming his cold fingers at the stove. 
“Jack couldn’t do better. We'll have 
an expert milker long before Luke's 
ready for the job again. He sent his 
love to every one, and so would Matt 
if he wasn’t so bashful. Say!” 
(turning to Nancy), “how’d you ever 
manage to rope my shy brother into 
taking you up to the old pine?” 

“Rope him!” exclaimed Nancy. “I 
call that an insult.” 

“Well to tell the truth,” broke in 


Aurora, “I almost lost my breath 
when you rode into the yard the 
other day. It ain't Matthew Adam's 


habit, takin’ girls to ride; and you're 
so stylish, Nancy, I donno how he 
got up courage to suggest you goin’ 
in that old truck.” 

“That’s the advantage of a college 
education,” observed Mark, with a 
wink for Nancy. “The emergency 
arose, Aurora, and despite his fear 
of the female of the species, my 
brother was able, because of his 
superior learning, to conquer—" 

“Goodness gracious!” burst out 
Aurora, “I never heard such rubbish. 
Take off that coat, Mark Adam, and} 
let me dry it. What are you giggling! 
about, Nancy? You ought to en- 
courage a young man to talk more) 
sensible. How's Luke? And you| 
didn't say if your mother was bearin’ 
up. I always thought Luke was her 
favorite, or maybe it’s because he 
ain't so husky as the rest of you.” 

Mark grinned as he slipped off 
the wet jacket. 

“Luke's doing first rate. He'll be 
home next week and hobble round on 
crutches, Mother's all right; and if 
she likes Luke best, Aurora, it’s only | 
because he’s not so good looking as) 
the rest of us, It’s what they call 
the—er—ugly duckling complex, I 
suppose.” 


Aurora snorted. 
“IT donno what anybody's com- 


plexion has to do with it; but there’s 
some folks in Pine Ridge that thinks 
Luke Adam’s the handsomest of the 
lot, not excepting Matthew. And 
he’s an awful sweet boy too. There's 
Miss Columbine pounding. No, 
Nancy”, (as the girl sprang up), “T’ll 
go find out what she wants while 
you keep Mark company. Set close 
to the range, Mark Adam, and get 
yourself het through.” 

“Tell me,” said Nancy, “is Jack 
really doing the work all right?” 

“Sure he is!” Mark was straddling 
a kitchen chair, his elbows resting on 
its back while he looked at the girl 
intently. ‘Mother’s adopted him al- 
ready—says he’s just like one of her 
own boys, and that’s high praise— 
from Mother! She wants you to 
come out and spend a Sunday when 
it’s good weather. What in time do 
you do with yourself a day like 
this?” 

“Listen to Aurora,’ replied Nance 
softly. “I wanted to read, but Cousin 
Columbine’s books look stuffy; and 
Aurora tells me there’s no public lib- 
rary. She says no one in Pine Ridge 
has time to read. What do they do 
—evenings, I mean?” 

“According to the old story they 
‘set and think, and sometimes they 
just set!’” laughed Mark. “I'll bring 
you some books from home to-mor- 
row, Nance. If we had a library 
here, even a small one, I bet the 
population would profit by it. All 
most of these people read is trashy 
magazines.” ; 

“That’s what I told Aurora; but 
she said—” 

“You're to stay to dinner,” an- 
nounced Aurora, bursting in upon 
them. “Miss Columbine says she 
wouldn’t send a dog into this storm 
without he had a good full stomach. 
Don't you make any objections, 
Mark Adam. Folks can wait for 
their milk an hour longer. Miss Col- 
umbine says so herself. She says 
they’re lucky to get their milk at all, 
a day like this, and no one without 
the Adam conscience would have 
started out. Mercy to goodness! Are 
my pies burnin’ ?” 

But the pies were safe, browned to 
perfection though Aurora declared 
her fright had given her a palpita- 
tion. 

“And I can’t get a proper meal 
with young folks clutterin’ up my 
kitchen,” she declared. “You put 
some coal in the sittin’ room stove, 
Mark Adam, and then you and 
Nancy clear out till I call. Dinner’l] 
be ready in no time; and Miss Col- 
umbine'll be offended if you don’t 
stay. She says maybe you'll keep 
Nancy from bein’ homesick.” 

“In that case,” returned Mark with 
an engaging smile, “I can’t refuse.” 

(To Be Continued) 


THE RHYMING 
OPTIMIST 


__—. By Aline Michaelis 


WHO WEEPS FOR TIME 


At last I see I have been slow in 
learning 

My grief is futile, my regret in vain; 

Who weeps for time, the fleet, the 
unreturning, 

Has but his tears as solace for his 
pain, 

Wise heads have found when every 
summer passes ' 

Then must come autumn with its 
paler skies, 

Its whirling leaves, its dry and yel- 
lowed grasses; 

What better plan can aching hearts 
devise? 

Some mark in fading beauty, beauty 
lingers 


And scattered petals own faint frag- | 


rance still; 

trace the tenderness of 

Autumn's fingers 

On every gold and scarlet field and 
hill. 


They 


Who weeps for time must weep in 
mad unreason, 

Since there is loveliness in every 
season. 


against their will—men and women. 


Farm. Items charged included land 
rental, machinery, horse and man 
labor, seed, twine, threshing and 
| other costs. 


| 582 bushels being shipped from Jan- 
There are but two classes of peo-| 
ple in this world difficult to convince} 


cuits 


THE NEW BISCUIT 
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Nutty flavored, slightly 
salted, little Soda Wafers 
that make a real “event” 
out of all entertaining. 


“There's a Christie Biscuit for every taste” 


An Architect’s Dream 


Wants U.S. Government To Finance 
Plans For 196-Storey Building 

Now comes Architect Henri Rusch 
who proposes a 196-storey “world in- 
dustrial mart” piercing 2,000 feet 
into the heavens as a panacea for 
this depression-hit planet. 

The former St.*Louis City engineer 
would have the United States Gov- 
ernment build a colossal city under 
one roof, covering four city blocks 
and containing all industrial, com- 
mercial and residential facilities. 

Built at a cost of $233,000,000 the 
structure would accommodate 250,- 
000 persons, Rusch said. He de- 
scribes it as “a world mart in Which 
would be sold everything the world 
produces, housed in a building of 
colossal proportions which in itself 
would attract the travelling visitors| 
of other countries.” 

Rusch, a 67-year-old gray-haired 
Dutchman, spread out neat and 
elaborate drawings — drawings he 
plans to present to President Roose- 
velt. 

“For three years I have worked 
on these plans night and day,” he 
declared. “Not for myself, you un- 
derstand. I will give the plans to 
the Government for nothing. It is 
my contribution to a troubled world.” 

One hundred and twenty-six ele- 
vators and 72 freight lifts would 
shuttle the heaven and earthbound 
traffic, Rusch said. 


Novel Club For London 


King Is President And Only Famous 
Hunters May Join 

One of the most exclusive clubs in 
the world has opened up permanent 
London quarters, according to Wil- 
liam Gourlay, manager of the Ameri- 
can Express Travel Service. The | 
quarters will house the membership 
of the Shikar Club, composed of 
famous hunters, its membership only 
acceptable to men who can boast 
hair-breadth escapes from the jaws) 
and claws of man-killing beasts of | 
the jungle. The president of the| 
club is the King, the patron is the 
Prince of Wales and the Earl of 
Lonsdale is the chairman. The decor- 
ations of the place will be enlarged 
photographs taken by individual 
viembers, 


Cost Of Wheat Production 
Wheat cost 5644 cents a bushel to) 
produce on _ seventeen - dHustration | 


farms in Manitoba and Eastern Sas-|— 


katchewan. The average yield was 
18% bushels per acre, Complete 
records of the cost of producing were 
kept by the Brandon Experimental 


The total shipments of certified 
potato seed from Canada in 1934 
amounted to 1,328,745 bushels, 728,- 


uary to May inclusive, and 600,163 


bushels from the fall to December 
81, 


Little Helps For This Week 


Him that overcometh will I make 


a pillar in the temple of my God. 
Revelations 3:12, 


None the place ordained refuseth, 
They are one and they are all, 
Living stones the Builder chooseth 
For the courses of His wall. 
—Jean Ingelow. 


Slowly through all the universe 
that temple of God is being built. 
Wherever in any world a soul by 
free-willed obedience catches the fire 
of God's likeness it is set into the 
growing wall, a living stone. When 
in your hard fights, your tiresome 
drudgery, or in your terrible tempta- 
tions you catch the purpose of your 
being and give yourself to God, and 
so give him the chance to give Him- 
self to you, your life is a living 
stone, taken up and set into that 
living wall. Wherever souls are being 
tried, in whatever commonplace and 
homely ways, there God is hewing 
out the pillars for His temple. If the 
stone can only have some vision of 
the temple, of which it is to lle a 
part forever, what patience must fill 
it as it feels the blow of the ham- 
mer and knows that success for it is 
simply to let itself be wrought into 
what shape the Master wills.—Phil- 
lips Brooks, 


A Very Old Beverage 


Excavations Show Beer Was Used 
In 3500 B.C. 

Life was not so spartan in the 
Stone Age as some would have us 
believe. Excavations in progress 
near the Bavarian town of Nordlin- 
gen have established that beer was 
being drunk in the year 3500 B.C. 
Fragments of receptacles were un- 
earthed, and found to contain a black 
substance, which, on chemical 
analysis, proved to consist of a kind 
of grain, which was fermented with 
yeast, and even to-day provides ani- 
mal fodder. 


Live On Small Income 

Some independent small-holders in 
Wales live on an income equivalent 
to less than $250 a year, and they 
have not even the income provided 
for the fumilies of unemployed men. 
The average income of small-holders 
and farmers does not exceed $650 
per annum, while the average income 
of employees was $350. 


STOP THAT ITCH 


In One Minute 
D. D. D. Prescription Speeds Relief 


It is really surprising tosee how Dr.D. D. 
Dennis’ ‘puter cooling, jliquid, antiseptic 
D.D.D, Prescription quickly stops itching 
tortures of eczema, pimples, mosquito or 
other insect bites, rashes and other skin 
afflictions. Forty years’ world-wide suc- 
cess. Its gentle oils penetrate the skin, 
soothing and healing the inflamed tissues. 
No fuss—no muss. Clear, greaseless and 
stainless—dries up almost immediately. 
Try D. D, D. Prescription today. Stops 
the most intense itching instantly. A3 
trial bottle, at any drug store, is guaran- 
teed to prove it—or money back. Ep. D. 
is made by the owners of ITALIAN BALM. 


2109 


ave LEFT-OVERS 


with its convenience 


Just hang a package in your kitchen. 
.- for, with one hand, you can easily 
extract a single sheet at a time leaving the other hand free 
to hold the “left-over being wrapped 


Warehouses At Calgary, Edmonton, Regina and Winnipeg. 


HANGO ME UP 


You'll be delighted 
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Published in the interests 
of Empress and District 


Subscription priee 82.00 per 
year to ang part of Canada 
or Great Britain. 
$2.50 to the United States 


®. 8. Sexton A, Hankin 
Proprietors 


Thursday, Aug. 15th, 1935 
So ____ 


Charlie Young made a trip to 
Plato, Susk., this week, 


Mr. and Mrs. D.; MoEachern 
returned from their holiday 
trip Tuesday. 


Miss Mary Rowles madea trip 
to Alsask, Wednesday 


Mr, und Mrs, W. RR. Brodie 
are nway on a trip, 


Mrs, J N. Anderson, and son, 


Jovy, ure away ou a visit with |Health Insurance Board Named 


relatives ut Stavely, 


H J. Duff, who bas been very 


ill with hay fever, was taken to]. 4. 


Oalgary, Tuesday, to convalesce, 
Miss Betty Duff lett on Wed. 


nesday for her school residence}! Minister of Hes th aa chairman, 


south of Hane 

i): 4. K MeNe: and Me 
MeNews, <1, eh) toda oon a trip 
to M diene Hot, 

A light frost was observed 


locally this morning. Radio re. 
port said that snow fell at Pouce 
Coupe, Peace River, Wednes 
day. 

Mrs. W. Hope, and grandson, 
Geo. Hope, who have beon visit 
ing here with the former's dau 
ghter, Mrs H J, Duff, left thir 
morning for New Jersey, U.S.A 


for Veteran, Alta., where he 
will spend a vacation at the 
home of his parents 


Miss M, Flock, matron at the| 
Kmpress hospital, arrived back 


this week from her holiday 
vacation, 

Mesdames ‘arr, 8. Reade! 
and O, Stewart, accompanied 


Melvin Tarr, by car, to Abbey, 
Susk,, on Saturday. Melvin ar 
rived back the same day, The 
ladies visited with Mr. and Mrs 
Hmerson McCune for a few 
duys and then went on to Mad. 
ison Sask.,where they are visit 
iog with Mr and Mrs’ Herb. 
McCunel Mra, O. Stewart wil! | 
40 0n to) Kindersley, Sask , and 
will leave there for her home at 
Rovky Mountain House 


Che new provincial health 
insurance board, named under 
t past at Inst session of 
legislature, has been »ppointed 
with Hon. Geerge Hondley, 


and with Dr A’ R, Archer of 
“amont as vice chaireman, and 
’”,M R Bow, deputy minister 
ft health as the third member,} 
\i] members serve on the board | 
vithout remuneration, The | 
‘ew health insurance act has 
vow been proclaimed 


Six weeks ago the world 
wheat situation looked black 
When the Canadian grain mar- 
xeting bill was under discussion 
it Ottawa the general gloom 
was so thick it could almost 


Russell Haynes reports that), yy been cut in chunks. Pro- 


the roof of his barn was taken 
off by the wind ot Saturday's 
storm and lifted clear over the 
top of his honse, 


phets of doom were airing their 
viewson every hand, QGnnada's 
big wheat carryover, they said, 
threatened to bankrupt the 


D, Lush, social credit candi. | country in view of a prospective 
date, and A, Zeigler, left on |big crop in North America and 
Tuesday fur Bingville, and ad-| good crops in Burope and Rus. 
dressed u meeting there that | via. 


evening. 


The events of the past few 


K. A. Polloek, liberal candi- weeks have changed the picture 
date, of Hilda, and Mr, Munroe, sompletely, Rust devastation 


of Calgary, were visitors to 


town, Saturday, 


STRAYED 


into my Lease, on or about July 1, 
One long-horned Hereford Steer, 
about 2 years old, Branded on left 
side. 


Owner may have same by proving different 


property and paying for this ad,—Signed, 
A. T. Barber. 


For Sale 


in the United States bas prob. 
tbiy lopped a quarter billion 
bushels from the estimated 
yleldin July, The United States 
will not bave a surplus in ber 
1935 wheat production, Canada 
will once again have a below 
averuge wheat crop, 

“What might have been”’ is n 
story, The United 
States might have had a bund 
ced million bushels exportable 
surplus, QOanada might have 


One Two-Year old BLACK PERCH-] had a 400 million bushel erop 


ERKON STALLION. —M. U. F. Sals- 


wedel, Buffalo, Alta, 


Dor. ALK. McNeill 


~ 


(De, DN. MacChuarles) 
Vhysician and 
Surgeon 
Phone 44 
Tie “ 
nena 


DieNTST 
DOWER 


boys aod bridays 


—THE— 


Empress Meat Market 


Burns’ Shamrock Brand 


COOKED 
HAM 
SLICED 
By the pound 
Abc. 


Patronize Your Local Buteher 


North America might have de 
moralized world mnaikets bas 
houree expertencerdtn 1932 A! 
ff this wo. 
poves which devel pod 
in the U 38S 
fields, caused 


pring raing, 


ham d fy te! 


growth we 
vheat by { 
Tufestation spo en 
spid'y under propitious weath 
brows The OS 


tim Gants h ! 
a ‘Om oa : 
woth dnt vist us, Ji 

territie « 


koin Jury 
floret. Vinee f 

735 imiiion: 
>) epoa 


nob xistec | 


Jui 
down to 600 


Lthis was 
vu-hels with 


“ELECT ON NOTICE 


Kiectoral Division | & Kaipross 

Publie Notice is Hereby Given that 
Candidates, as below, having been 
nominated fer election in the HMlectoral 
Division of Etopress, the following are 
declared to be the names and adidresses 
of the Official Agents of the aforemen- 
tioned candidates: 

Official Agent for David Lush—CHAR- 
LES RENDELL MOORE, Empress, 
Station Agent. 

Offieial Agent for Kevin A. Pollock— 
SAM MONAGHAN, Hilda, Alta., 
Rancher. 

Official Agent for W. ©, 
JOHN BARNES, Bindloss, 


Farmer, 
Declared by me at Empress, Alberta, 
August 12, 1936. 
J. 1. MUZA, 
Ketutwing Officer. 


Smith— 
Alta., 


THE EMPRESS EXPRESS 


To the 


Voters 


of EMPRESS Constituency 


I support a principle and a leader,- 


Mr. Aberhart, that definitely and 


sincerely believe that there is no need today for the 
men, women and children of this province to suffer 


privation and want. 


That there is no need or excuse 


for the present progressive and excessive taxation 


being imposed upon us. 


That there is no need for or 


excuse for present unemployment.... | believe that 
along with common sense and sincerity and honest 
leadership in Edmonton, we can use the powers of our 
Provincial Parliament to remedy all these absolutely 


unnecessary Social evils, 


If you agree with me, I ask 


your support in the forthcoming provincial election. 


DAVID LUSH 
Social Credit Candidate 


do mage still spreading On 
July 1 the United States Depart. 
ment of Ayriculture estimated 
the spring wheat yield at 273 
million bushels, Ou August 1 
private crop estimates suggested 
a yield of 150 million bushels, 
Rust damaged wheat is al. 
ways lower in quality and 
weight than normal wheat, So 
it will take more than the 
ordinary 44 bushels to make a 
barrel ot flour. Some United 
States millers say 6 bushels may 
be required trom a large portion 
of 1935 crop, So more wheat 
will be required to till the do 
mestic requirements of the 
United States during the next 
twelve months —Puol Budget, 


A Major Problem 


A major problem of modern 
statesmanship is the discovery 
of a new and hitherto untapped 
source of the means of public 
expenditure 

Is there such an untapped 
source? The contident answer 
is that not only is there such a 
source, but to all intents and 
purposes unlimited, It isso un. 
lumited that not only does it 
contain sufficient means for the 
discharge of future State ex 
penditure, but a very consider- 
ablo part of the existing load of 
individual taxation could at 


once be transferred to itsample 


shoulders —The late A R Or. 
age, The New English Weekly, 
Dec, 1, 1912, 


Imperial Oil Distributes 
Shares to Employees 


Distribution of 208,528 shares 
of Imperial Oil Ltd with a mar- 
ket valuo exceeding $4,000,000 
has been made withiu the past 
few days to 3,557 of the com 
pany's employees in 
Some of these shares went into 
practically every community in 
the country and a list of the oc 
cupations of the employees who 
received them would be almost 
endless, 

In Manitoba 3,458 shares were 
distributed in Suskatchewan 
13,170, and in Alberta 21,849, 

The employees acquired this 
stock over nu period «cf three 
yeurs through the company’s 
Fourth Co Operative Invest. 
ment Trust, Due to the com- 
pany’s contribution aud apprec. 
jation in the value of the stuck 
the employees actually paid 
only about §1 600,000. G. Har. 
rison Smith, President of Imper- 
tal Oil, commenting on this dis- 
tribution said that years ago 
the shareholders had speculated 
on Canada’s future by investing 
millions of dollars in equipment 
to serve consumers everywhere 
in Canada, As business devel 
oped the importance of main- 
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Solicits Your--- 


K. A. 
Pollock 


Liberal 


CANDIDATE | 
EMPRESS 


Constituency 


Number | VOTE 


and your influence in the interest--- 


of SAFE, 


SANE, 


SOUND 


GOVERNMENT 


we a ee 


a—mees |taining a personal tonch with 


the consumer and of promoting 
industry and enterprise became 
increasingly evident and so the 
plan of making employees purt 
owners of the business was de. 
vised, “It is part of a genern! 
plan relating to proper and just 
treatment of labour’? Me Smith 
suid, “and is based not only on 
the beliof that labour is entitled 


to good treatment but on the 
knowledge that efficient and 
economical operation of an 
industry depends upon a loyal 
and enthusiastic personnel. In 


most cnses” he said, ‘when you 
deal with an employee of Im. 
perial Oil, you are dealing with 
a part owner of the company, 
Of 65 000 Canndian shareholders 
in the company, more than 5,000 
are employees,”? 


se Sts 


Canada, | — 


HEAR 


Winston Churchill, B.A. 


on MONETARY REFORM 


AT THEATRE, at 


EMPRESS, MONDAY, AUGUST 19th 


At 830 P.M, 


SPECIAL! SPECIAL! 


While Stock Lasts! A new pattern MASSEY-HARRIS 


WAGON BOX, 28 ft. x II ft. 
for $29.50 f.0.b. Empress 


This price is good only as long as the stock lasts, 


ORDER EARLY. 


R. A. POOL 


AGENT: BRITISH.AMERICAN OIL CO, 


Dry Goods Specials 


Good Quality, service eich Ladies’ 
SILK HOSE, sub-standards 59 
reg. /5c. per pair. Special, C. 

65c. 


Ladies! CHIFFON Silk Hose 
sub-standards, reg. 85c. pr. 
HOLEPROOF heavy service weight, 
LADIES’ SILK HOSE, 99 
reg. 1.50 per pair - C. 
Ladies’ WHITE CANVAS SHOES, 


Le NT! 


Slippers and Oxfords, reg. 
1.75 pair, special - 


WE SOLICIT YOUR CUSTOM for 
GROCERIES, FRESH FRUITS 
- and - 


Vegetables In Season 


DON. MackAE 


PICTURE SHOW--TALKIES 


“HIS PRIVATE 
SECRETARY” 


AND EXTRAS 


Aug. 16th 


Empress Theatre 
FRIDAY, 8.30 


